Google 



This is a digital copy of a book that was preserved for generations on Hbrary shelves before it was carefully scanned by Google as part of a project 

to make the world's books discoverable online. 

It has survived long enough for the copyright to expire and the book to enter the public domain. A public domain book is one that was never subject 

to copyright or whose legal copyright term has expired. Whether a book is in the public domain may vary country to country. Public domain books 

are our gateways to the past, representing a wealth of history, culture and knowledge that's often difficult to discover. 

Marks, notations and other maiginalia present in the original volume will appear in this file - a reminder of this book's long journey from the 

publisher to a library and finally to you. 

Usage guidelines 

Google is proud to partner with libraries to digitize public domain materials and make them widely accessible. Public domain books belong to the 
public and we are merely their custodians. Nevertheless, this work is expensive, so in order to keep providing this resource, we liave taken steps to 
prevent abuse by commercial parties, including placing technical restrictions on automated querying. 
We also ask that you: 

+ Make non-commercial use of the files We designed Google Book Search for use by individuals, and we request that you use these files for 
personal, non-commercial purposes. 

+ Refrain fivm automated querying Do not send automated queries of any sort to Google's system: If you are conducting research on machine 
translation, optical character recognition or other areas where access to a large amount of text is helpful, please contact us. We encourage the 
use of public domain materials for these purposes and may be able to help. 

+ Maintain attributionTht GoogXt "watermark" you see on each file is essential for informing people about this project and helping them find 
additional materials through Google Book Search. Please do not remove it. 

+ Keep it legal Whatever your use, remember that you are responsible for ensuring that what you are doing is legal. Do not assume that just 
because we believe a book is in the public domain for users in the United States, that the work is also in the public domain for users in other 
countries. Whether a book is still in copyright varies from country to country, and we can't offer guidance on whether any specific use of 
any specific book is allowed. Please do not assume that a book's appearance in Google Book Search means it can be used in any manner 
anywhere in the world. Copyright infringement liabili^ can be quite severe. 

About Google Book Search 

Google's mission is to organize the world's information and to make it universally accessible and useful. Google Book Search helps readers 
discover the world's books while helping authors and publishers reach new audiences. You can search through the full text of this book on the web 

at |http : //books . google . com/| 



•naiHSFERMD TO 
n„E MIS UBBARir 



FAlfe35.lt, 



SBartatU dolleise latats 



.,^AJ'(V*V.v'fc. 5iOiA\JLi 



nno^ . IV) I 



vwij m-^ 



CITY OF MILWAUKEE 



Library and Museum Building 



Report, December 1890. . 



|V-,-4^>/-|- 






i 



\ 



I 

i 



1 
1 






• '(■ 




o 



REPORTS 



ON THE PROPOSED 



Library and Museum Building 



FOR THE CITY OF MILWAUKEE 



December, 1890 



BY 



» ' / ' 



K. A. LINDERFEIvT 

LibrariHii oftlie Public Library 
AND 

ADOLPH MEINECKE 







TninUTof llip Public Miipeuni 



MILWAUKEE 
Trustees '>f the Public Library and the Public Museum 

1890 



3^.-^5^-^ 



I A XG 3 5. lb 



.^^ 



^R0 



JAN 19 1891 



1 



/-"^ 



\\> 



>.^ 






o 



'_. / 



o 
en 
o: 



(O 



fO 



a* 






I 



I 

1) 




1 




+J 


1 


■o 


! 


I 


f»M 




u* 


•y 


a; 


o 


4 


J} 


c 


o 


ki 


•—1 


o 


M 


o 


•^ 


o 




fH 






U4 




lU 


o 


m 


*-> 


p4 


o 


CV" 


kl 


IZ 


£• 


w 


H 




c 




«-> 




• ♦> 


 


c^ 


•»-« 


m 




0) 


••-4 


U 


o 


Tl 


tH 


t»r 


r» 


1— 1 






•-I 


02 


c 


r? 


<-l 


m 


u 


•rH 


•-> 


•f-« 


.c, 


'*.• 


f 


o 


T 




T1 




a- 


> 




J3 


(*-l 


C 


>-i 






o 




O 


0) 




ILi 


I 


c 


>. 




CO 




t? 






M 


*^ 




• 


o 


K 


0) 


fT5 


U 


V4 


♦^ 


> 


>> 


a 


1^ 


(tt 


o 


w 






*^ 


£> 


D 




o 


♦-» 


- 




1H 




>- 


hi 


03 




D 


«^ 


CT} 


^ 




• 




fci 






T^ 


a* 


>. 


I 




nrj 


w: 


r. 


tr 


r-l 


"■ 


1) 


ru 


c 


rJ 


H3 


f-H 




C! 


m 


hH 


«^ 




:^ 


4 


O 


a 


S 


iu 


CD 


V-4 


r 


a 


a. 


u 


o 


n 


vr 


> 




o 


o 


o 


r-A 


»-. 


r 


0) 


t-i 


<w 


ir 


rJ 


c:, 


I. 


>• 


o. 




o 


> 


o 


►• 


05 




en 










>-• 


(U 


c 


CJ 


1— 5 




>• 




.13 


(11 


x: 




5-. 


M 


tn 


«-> 


.-< 


♦J 


t-l 


/• 


* 


<i> 




D. 




OJ 


> 


f 


a> 


n 




o 


f^ 




> 


fr-> 


o 


1^ 


1=5 


f^ 


L. 




« 


» 


O 




ri 


'!> 




3 


H 


o 


C" 


H 


:> 




1^ 


o> 


f-l 


f; 




o 


»1 


<-> 


x: 


v^ 


> 


r/) 








<-> 




^-^ 


••-1 


4-5 


'• 


^ 




Im 


&f 


C 


•r-l 


1 


O 


o 


o 




♦-a 








4-> 


^ 


♦-a 




• — 4 




TJ 






t-i 


r^ 


o 


•■ 


>^ 


n 


03 


» 


o 


o 


f 


tJ 


0) 


c: 


a'' 




t— 1 


'. 


O 


«-» 


o 


♦"> 


^ 




' 


n 


♦J 


.4>4 


«j 


o 


n 


.! 




1-1 


«-> 


».i 


~H 


r— ! 


I ' 


>. 


L-] 


M 




^ « 


Tl 




^ * 4 


X3 


Qi 


>. 


•«H 


o 


' 




3 


ti. 


.•4 


u 




r 




to 


b.' 


rtl 


o 




. 




• 


zi 






t1 


** 




«^ 


w 


t^ 


C!) 


r> 






>-• 




05 


en 


>. 


w 




o 


cy 


m 


o 








o 


c 


■o 


— < 


.» ' 


L 




u) 


4-> 


o 


^ 


r.> 


" 




»H 




o 




1-* 


 






JC 


ei' 


?> 


??? 


*^ 




>. 


«J 




7) 








t^ 


.1-4 


lu 


O 


•CI 


•, 






•S 


•L^ 




c 




H-. 




mw0 


*-> 


rj 






o 


u 


l-> 






1 






1) 


O 


tl^ 


>. 


s 




h.' 


r: 




f-' 


rrt 


«< 




C 


♦J 


O 


o 


-o 


 




f-t 


c? 


<2 




1 






4J 


cx: 




(\J 


o 


"^ 




r* 


o 


ro 




^ 


* 




•r-l 


♦^ 


'.'J 


'f.1 




^ 




kt 


* 


"> 


G 


> 






Q 


>. 


.:} 


•3 


i2 


5 






•^ 




O 


O 


J 




U 


•1-1 


to 


(-1 


o 


■»^ 




 "^ 


o 


•r-< 


03 




4 




♦-> 




r ^ 




r- 


1 






M 


4-a 


«^ 




J 




^1^ 


tH 




U 


— . 


• 




. -^ 


c; 


C-4 


n 


O 






•r-t 


♦-> 


H-« 


a 


r> 


1 





a> 




1 










£> 




V) 








>. 


#-^ 


O 


n 








a 


•-4 

C3 


a 
o 


B 








^ 


X3 


b 


0) 








<2* 


(0 


a 


.a 








tH 






v» 








*J 


»— 1 


<D 






• 




U 




^ 


f^ 




«D 




•3 


»4 




o 




rH 




— • 


a> 


£5 


Vi 




Q 






¥» 


O 


• 




♦•H 




t-. 


^ 


tH 


♦^ 




W 




o 


0) 


SZ 


CO 




CO 






i3 


^ 


rt 




o 




Cl 






0) 




o. 




''I 


(D 


c 


f-i 








q; 


.C 


o 






V) 




vi 


♦J 


♦J 


4^ 

«3 




«5 




4^ 


M 


o 


• 




C 




ra 


0) 


r-l 


• 




o 




o 


O 




♦^ 




o 




.c 


10 


fj) 


^ 




CO 




*-> 


tH 


x: 










••-« 


a 


♦J 


O 




0) 




":; 






I".' 


• 


cG 




• 


o 


v< 


iH 


>. 






r^ 


♦J 


o 




»>4 


»H 




TO 






^ 


CI) 


«D 




•rH 


v> 


a) 


o 


u 


♦* 




^ 


■•«-» 


C) 




.Q 


>> 








CJ 


JC 


.«-i 


1X5 




CJ 


r-t 


43 


o 


rH 


E 




o 


»-H 


07 


♦* 








:>» 


?3 




o 


(D 


CO 






O- 


fl) 


lU 


-C 


iH 




ro 




X2 


^ 


♦^ 


x: 




ri 


3 

o 


4-a 


CO 


f-1 


♦-> 




> 


>» 


»ji 


ttf 


o 


c 


* 


r-4 




03 


c 


Vi 


•rH 


>. 


tv 


0) 


x: 


o 






.H 


•-: 


^ 


♦» 


r-l . 


CO 


3 


0) 


o 


o 


• 




«J 


o 


1^ 


Uf 


S 


1^ 


« 


CI 


> 


0) 


♦■» 




0) 




0) 




o 


m 


<u 


> 


be 


fi 


6 


n 




.(". 


C) 


r! 


<y 


O 


•r-* 


CO 


l-» 




••-• 


bi 


^ 


to 


n^ 


» 


o 


t> 


r: 


^ 






4-S 


^ 


P3 


td 




CO 


•J 


o 


• 


cu 


u 


^ 


^ 


V) 


nj 


k4 


rH 


U4 


OS 


r3 


n 


Vh 


O 




«) 


(U 


o 


m 




JQ 


^ 




jC 


>* 




C 


S 


o 


<S) 






^-4 


1-1 


o 




-G 


0) 




r-H 


A 


B 


> 


«J 


E 




1) 


T3 


o 


4-» 








OT 


C 


m 


•«H 


CO 


4-9 




V4 


(C 




w 


0) 


d) 




t3 


* 


o 


05 


•f-4 


rH 




O 


«-» 


4.A 


<3> 


^ 






> 


w 




O 


•r-4 


a^ 






rt 


^ 


<!> 


t:» 


CO 




r/1 


fU 


o 


C 


o 


ftj 




CO 


i-H 


> 




S 


a> 




<T3 






0) 




rH 




Ui 


Q) 


Ci£ 


X3 


>> 


CL 






.C. 


o 


•-> 


rH 






X 


«^ 


.Q 




^ 






CD 






TJ 


«s 










HH 


Ct 


lu, 






O 


■f-i 






T3 








CO 


• 


-a 


.«-i 






c 


ts: 


•cf 


r~\ 


in 






o 


c 


o 


■*-l 


r^ 

••^-« 






r-» 


'•H 


CO 


=5 


O 






f/D 


r-< 


f3 


£1 


o 






rr 


t2) 


O 




•i 






.-< 


(D 


r-^ 


O 


B 






: 1 


*,- 


D 


1^ 


3 







m^ 




1 



V. 



JOINT REPORT. 

Milwaukee, Dec. 5, 1890. 
To the Joint GommUiee on the lAbrary and Museum Building of the 
City of Milwaukee. 
• Gentlemen : — 

In conformity with instrnctions received from the boards of 
trustees of the public library and the pubhc museum, we, the un- 
I dersigned, delegated by you to collect information and suggestions 

by visiting the principal buildings for library and museum pur 
poses in this country, beg to report that we spent the greater 
\ part of tlie month of November in carrying out your orders. 

After. carefully selecting the places in which there have been 
J built in recent years either library or museum buildings, or 

'♦ both, that in our opinion would be likely to furnish us with the 

;^ desired information, we examined such structures at Dayton, 

Springfield, Cleveland, and Toledo, Ohio; Allegheny, Pittsburgh, 
Philadelphia, and Wilkes-Barre, Penn.; Washington, D. C; Balti- 
more, Md.; New York, Brooklyn, Albany, and Buffalo, N. Y.; 
Newark, N. J.; New Haven, Conn.; Boston, Worcester, Cambridge, 
Woburn, Qaincy, Newton, and Watertown, Mass ; Detroit, Ann 
Arbor, Lansing, and Muskegon, Mich. The result of our obser- 
vations in each place we submit herewith in a separate report by 
each of us, relating to the kind of buildings within the domain of 
each. 

After carefully considering the whole subject of accommo- 
dations for our own library and museum, we have come to the 
conclusion that the most satisfactory solution of the problem 






would be the erection of two practically independent structures, 
connected only toward the street, so that they may present the 
appearance of a uniform whole. We base this opinion on the 
fact that such an arrangement would provide in the best possible 
way for the convenience of the visitors to both institutions, while 
at the same time the requirements for the internal arrangement 
of the rooms in each case are so essentially different, as to pre- 
clude any possibility of uniformity in details, except in architect- 
ural appearance. By this arrangement the danger from fire and 
and other accidents would also be greatly lessened, and, if the 
heating and lighting apparatus were put in a separate structure, 
outside the main buildings, with connections to both institutions, 
it would be practically impossible to cause a conflagration, in any 
part of the structures, that would seriously threaten the whole 
complex of buildings. 

In view of the experience of other cities in this country, 
which in a majority of cases have erected similar buildings with- 
out sufficient provision for future increase, it seems hardly neces- 
sary to recommend that our own buildings should be constructed 
in such a manner as to furnish every facility for future extensions, 
as occasion requires, without interfering with the plan or archi- 
tectural features of the original building. 

With these few general remarks we beg to submit separate 
reports on the results of our journey, and to add, as a supplement, 
a series of engravings, containing suggestions for the arrange- 
ments of the two buildings in accordance with the principles set 
forth in these reports. 

Respectfully submitted, 

ALDOLPH MEINECKE, 

For t/u Board of IVustces of (lie Public Museum. 

K. A. LINDERFELT, 

For the Board of Tnuiiees of the Public Library. 
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REPORT ON THE LIBRARY. 

For detailed descriptious of the library buildings in the 
various cities visited I refer to my notes submitted as a part of 
this report, and printed as an appendix, and proceed to the state- 
ment of the rooms, with their sizes and characteristics, which my 
experience, gained from familiarity with the working of our own 
library and from suggestions received in visiting other institu- 
tions, leads me to believe should bo provided for in the 

PUBLIC LIBRARY OF MILWAUKEE. 

Assuming that our recommendation for separate buildings 
shall meet with favor, the building to be occupied by the public 
library should front on Grand Avenue and be four stories in 
height, of which the first, 12 or 13 feet in the clear, can be prac- 
tically a basement, but wholly above ground, so that the main 
floor, 18 feet high, would really be the second story, and the third 
and fourth need not exceed 13 feet each in height. The building 
must contain approximately the following rooms and con- 
veniences : 

1. A book room, or rooms, capable of containing at least 
150,000 volumes at the start, and admitting of further extension 
either sideways or upwards, as it becomes necessary to provide 
room for more volumes. This room should be made in the form 
of a wing toward the north, surrounded by the other buildings, 
so that no consideration for architectural embellishment need 
interfere with the provisions for ample light. In estimating the 
capacity of the book room, the calculation should be made on the 
basis of 8 volumes to the running foot of shelf measure, which 
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experience has taught is the largest average number that can be 
conviently accommodated in that space. Cases or " stacks " for 
books should be wholly of iron, 18 inches wide, and placed not 
less than three feet apart. Unless there are objections found, 
which I do not at present foresee, my preference is for the book- 
stack system now being constructed for the Library of Congress 
in Washington by its engineer, Mr. Bernard R. Green. It is not 
desirable to have more than three stories of stack room at present 
each one of which is to be 9 feet in height clear, and in reality a 
separate story, not a gallery. This height will accommodate 
seven shelves in each book-case (or stage in a book-stack), the re- 
maining space at the top being left open for the circulation of light 
and air. The shelves are to be in equal sections of 3 feet in length, 
not more than four of these sections to be placed side by side in 
a case, without a three foot aisle on either side. A stack thus 
arranged will accommodate about 25,000 volumes in 1000 square 
feet of floor space, including provision for the necessary aisles. 

2. A public delivery room for the circulating department of 
the library, not less than 1500 square feet in area, with its 
delivery desk placed in the most convenient proximity to the 
book-room or rooms. This room must be easily accessible to the 
public, and may be lighted from above by a skylight. 

3. A cataloging room, or rooms, which must be well lighted, 
have an area of about 1200 square feet, and be contiguous to the 
delivery room for at least 30 feet, so as to accommodate a card 
catalog, so constructed as to be used from either side. 

4. A newspaper reading room on the ground floor, about 
1500 square feet, well lighted, and with separate entrance from 
the main hall or else a special entrance way. 

5. A magazine reading room, about 2000 square feet, with 
facilities for shelving the collection of bound magazines, belonging 
to the library. 



6. A general reference room for cyclopedias, dictionaries, 
etc., to the extent of 3000 volumes, with an area of about 3000 
square feet. This room must be particularly well lighted and so 
placed in relation to the book stacks, delivery room and card 
catalogs, that the convenience of students and the labor of atten- 
dants in bringing books to this rooiii will be most carefully con- 
sulted. Closely connected with this room there should be several 
small rooms for special students, provided with doors, so that 
they can be used and locked independently of each other. 

7. A reading room for children, of about 1000 square feet, 
adjoining, or in close proximity to, a delivery room for their special 
benefit, so placed as to be near the general delivery desk and 
communicating with a book stack in continuation of the main 

book stack system. 

8. Librarian's office, with a stenographer's room adjoining; 

the former to be placed as centrally as possible as regards the 
other rooms of the library, have a public entrance from the hall, 
be provided with fire-proof vaults, and, if practicable, -be con- 
nected with the cataloging room by means of another room with 
considerable wall space, for holding the library "tools", such as 
bibliographies, catalogs, etc. 

9. A commodious room for the meetings of the board of 
trustees, with at least one committee room adjoining, unless so 
placed that the librarian's room may be conveniently used for 
committees during the meetings of the board. 

10. A conversation room, with open fire-place and other 
home-like arrangements, if such can be provided w^ithout detri- 
ment to other more important demands. 

11. Special rooms, as coveniently and generously arranged 
as circumstances will permit, for the following purposes: 

a. Patent records of various countries, some of which are 
very large and bulky, with conveniences for tables and other 
requirements for copying plans and drawings. 
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b. Art collections, such as copies of paintings and engrav- 
ings, with suitable tables for the use of the large and heavy 
volumes and portfolios, in which they frequently occur, as well 
as conveniences for copying such works of art. 

c. Publications by Milwaukee authors, or relating to the 
city in any way, with ample wall space for the proper hanging of 
illustrations of scenery and portraits of citizens prominently con- 
nected with its history. 

d. A pedagogical library, in which the collection already 
made by the city in this direction may be conveniently kept for 
the use of teachers, and extended so as to comprise the whole 
range of educational literature. 

€. A room for the storage of bound volumes of newspapers. 

12. Rooms on the top floor, lighted only from above, and 
removed so far from the main working rooms of the library as 
not to disturb the readers, one for the exhibition of separate 
paintings, engravings and other art objects under the best possible 
conditions, and the other for the storage and handling of a 
musical library, where instruments may be provided, if thought 
best, for the use of musicians and music teachers in becoming 
acquainted with the contents of this part of the library. 

13. Lecture room, or rooms so arranged that they can be 
thrown together into one large hall, with seating accommodations 
for at least 1000 persons, and provided with dark closet, lantern 
screens, and other paraphernalia for scientific instruction. 

14. A work room or rooms on the ground floor, to be used 
for the preparation of books for circulation, their distribution for 
the delivery stations, and also as unpacking rooms. For these 
purposes tliey must have a separate entrance towards the street 
and be placed immediately under the cataloging rooms, so as to 
admit of the easy transfer of the books on the way to their 
destination. 
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15. A room or rooms, of suitable size, for the use of a 
bindery, wliich undoubtedly must be established sooner or later 
as a part of the library. 

16. Closets, dressing rooms and cloak rooms for the public 
and for the library atteiidants, provided separately for men and 
women in each case, as liberally and conveniently as possible. 
There should be a lavatory placed in close proximity to the 
delivery desk, one in or near the librarian's room, and another 
near the children's reading room, for their use. 

17. A geiieral entrance, with a proper vestibule, containing 
a stairway and at least one large elevator, communicating with all 
the floors of the building. 

18. Private stairways for library attendants to store and 
packing rooms on the ground floor, and to the several stages of 
the book room. 

19. Elevators, or book-lifts, in the book room, as well as run- 
ning from the work and unpacking rooms to the cataloging 
room above. 

20. In addition to these, some rooms should be provided, 
that may be taken possession of and adapted for uses not foreseen 
in the original plan, if it should be found necessary. 

GENERAL REQUIREMENTS. 

It should be especially required that every detail of the 
plans for ventilating and warming the building, for the arrange- 
ment and construction of drains, and for all, in fact, that pertains 
to its sanitary condition, as well as for the natural lighting of its 
rooms, shall be such as is most certainly approved by science and 
experience, and will bear the criticism of experts. 

The building should be of a pure style of architecture, be- 
fitting its uses, and impressive to the eye by harmony of lines 
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and beauty of proportions, rather than by showy ornamentation 
or eccentric features. 

It should be of a fire-proof character, in the fullest sense of 
the term, and no material should be admitted in its construction 
except iron and stone, or cement. All floors should be so con- 
structed as not to permit noise or other sounds to penetrate from 
one story to the other. 

Judging from the experience of experts in the construction 
of similar large buildings, it seems to be desirable that the build- 
ing material should be either granite, or good brick with stone or 
terra-cotta trimmings ; but in either case there should be stone 
foundations and a good dry cellar beneath the whole structure. 

Wherever there are outside courts for lighting the interior 
of the buildings, the walls on either side should be lined with 
enameled brick of a light color, preferably a slight cream tint, in 
order to provide a good reflecting surface, that cannot become 
dimmed or made inefiective by moisture. 

Respectfully submitted, 

K. A. LINDERFELT, 

Librarian. 



REPORT ON THE MUSEUM. 

Milwaukee, Dec. 16th, 1890. 

To Uie Board of Trustees of the Public Museum of the OUy of MUr 
waukee. 

Gentlemen : — 

Having been elected delegate for the museum board to gather 
information and suggestions by visiting the leading museums in 
the country, I beg leave to report that in company with Mr. Lin- 
derfelt, delegate of the library board, I spent the greater part of 
November to carry out your orders. 

The result of my observations I take the pleasure to place be- 
fore you in the following report : 

It was evening when Mr. K. A. Linderfelt and myself arrived 
in Washington. 

Our first inspection trip on the next morning, November 6th, 
was to the 

NATIONAL MUSEUM, 

of which Professor G. Brown Goode is the director. We did not 
find him in, but his secretary, Mr. Earle, who received us very 
kindly. Mr. Earle, born in Waukegan and well acquainted in 
Milwaukee and other parts of Wisconsin, seemed to take great 
pleasure in showing us the various collections and buildings, and 
finally introduced us to Mr. Watkins, the keeper of property. 

This gentleman informed us of the following facts: The 
National Museum building is entirely erected on a unit measure 
of 13 inches, which is the width of IJ brick including the mortar. 



All arches measure 8 feet and 8 inches, and the pillars between 
4 feet 4 inches. The entire floor is made of stone pavement, each 
flagstone being just one foot square. 

All frames, exhibition cases, boxes and drawers are made on 
a scale of 22 by 28 inches, which will fill an opening of 24 by 
30 inches, so that a series of them will fill any opening or occupy 
the full width of a pillar in any part of the building. Some of 
these frames, which contain drawings and autographs, have hin- 
ges and are hung on pillars, so as to swing to the right and left. 
For larger articles some of the cases are made deeper, but the 
same uniformity in the size of the cases is observed throughout. 
Mr. Watkins has all his cases and drawers numbered and photo- 
graphed. Having examined his large assortment, I selected the 
following numbers which I think will be desirable for the new 
museum : Nos. 1, 3, 4, 12, 13, 14, 16, 22, 23, 24, 25. 

Professor G. Brown Goode, on application of our president, 
will supply us with the drawings of the above named furniture. 
It is an improvement of the system of the Kensington Museum 
in London. I found to my surprise that Mr. Watkins, after 
many trials and much labor, has succeeded in constructing 
a perfect insect-proof storage case, which consists of a wood- 
framed box, lined with corrugated steel tin, the corrugations 
of which are so sharp that they will act as a support for 
a drawer, 1 inch deep and 24 by 36 inches in size. The best 
part of it is the cover or door; when open, it slides by lifting it 
into a square hole on top of the case. In closing, two hinges will 
allow the wood cover to fall down in front of the case and a con- 
tinuous strip of J inch thick rubber hose, fastened on the open 
frame of the case, will press upon the wood and keep it air-tight, by 
shutting the door with a bolt near the bottom. The drawers con- 
sist of a mere frame of hard wood, fingered together with glue, the 
bottom of wich is made of two thicknesses of strong manilla paper, 
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glued on each side to a cotton cloth, which is nailed on the frames 
and the whole has two coats of good shellac. These drawers are 
very light, but can stand the weight of more than 100 lbs. The 
National Museum, as compared with other museums, occupies 
the most extensive space of ground and I think that the buildings 
cover nearly two acres. There are no stairs for the public, even 
the offices are situated on the first floor, and so is the lecture room. 

THE SMITHSONIAN INSTITUTION. 

Here I had the pleasure of becoming acquainted with Pro- 
fessor Robert Ridgway and Dr. Steinegger ; both these gentlemen 
promised to render us any assistance in carrying out the plans 
for our new museum. The building, originally not intended for 
public exhibitions, was destined for keeping material for studies 
and lectures. The interior is built like a church, with most 
clumsy columns, shutting out the light and making dark corners. 

THE AGRICULTURAL DEPARTMENT. 

The next day we called at the Agricultural Department, but 
failed to find Mr. Rusk, who had not then returned from Wiscon- 
sin. We were there introduced to Professor Holtzinger, who 
kindly showed us through all the departments. Here I found 
that our method of keeping plants is fully as good as I could see 
in the Agricultural Department, and was surprised to see this de- 
partment work into the hands of the National Museum. Dr. 
Merriam showed us thousands of species of small mammals from 
California and the Rocky Mountains, such as gophers, mice, rats, 
squirrels, etc. One of each species was represented by the skele- 
ton, while the skins are carefully assorted and stored away in the 
moth-proof drawers, described above. 

In the afternoon I had a long conversation with Professor 
Goode, who promised to make up for us a collection of minerals 
for lecture purposes as soon as we shall have the pleasure of mov- 
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ing into the uew museum, though we could get them now if we 
care to have them. Professor Goode would get Mr. Watkins to 
have a moth-proof storage case made for us, in case the trustees 
should like to order one. 1 would recommend to order half of 
such a corrugated iron moth-proof storage case, with two com- 
partments fitted with drawers. 

In the National Museum a group of Indians in their na- 
tional costumes forms one of the greatest attractions there, and I 
would recommend that proper steps be taken to secure Indian 
garments and implements in the nearest future for our own mu- 
seum. It would be of the greatest importance to save such relics 
of the prior possessors of the land we now call our home. I refer 
to the Menominees and Winnebagos. We can get feet, hands 
and heads cast in Washington. I would recommend to write at 
once to Thomas J. Morgan, Commissioner of Indian Affairs in 
Washington, D. C, and ask him to devise some ways and means 
to get Indian garments and relics. 

MEDICAL DEPARTMENT OP THE ARMY. 

The medical department is a large building consisting of two 
wings, and situated next to the National Museum. Here I made 
the acquaintance of Dr. Fletcher, who introduced me to Mr. F. L. 
Apel, who was kind enough to show me all the different depart- 
ments. The main building contains the offices and laboratories, 
while the left wing is taken up by the medical library. The 
right wing contains the 

ARMY MEDICAL MUSEUM. 

1 saw at once that the style of this building would just answer the 
purpose for the erection of a museum building of this city. The 
building has been erected according to the plans of architect Paul 
Schulze, 25 Corcoran Building, Washington. The next day I 
had the the pleasure to meet Mr. Schulze, and when he had 
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found out what the object of my visit was, he informed me that 
the wing which contains the medical museum was erected at a 
cost of $65,000, and that the building was constructed out of brick 
and iron only, and that it is fire-proof throughout. Except the 
office, the floor is made of stone and asphalt through tlie entire 
museum. I present two photographs of the building, which have 
been handed to me by Mr. Apel. Mr. Paul Schulze, the archi- 
tect, promised to send us the plan and elevation of the building 
on request. 

The next museum we visited was the 

ACADEMY OE NATURAL SCIENCES IN PHILADELPHIA. 

The collection was started in 1812 by small subscriptions to bene- 
fit the high school of Philadelphia, just the same as our institu- 
tion was begun for the benefit of the German and English Acad- 
emy of this city. For many years the Academy of Natural 
Sciences in Philadelphia was thought the best founded institution 
of this country. 

For lack of room, the museum in 1876 was placed into new 
quarters, but at the present time these are so crowded with speci- 
mens, that they have just laid the foundation for a large building 
as an annex to the present institution. Mr. Linderfelt and myself 
were kindly received and shown around by Professor Angelo 
Heilprin, the present curator. The museum is built m a style 
similar to the medical museum in Washington. One long church- 
like hall, with two galleries, and all built fire-proof. The light 
enters the room from the ceiling, as well as from the wide gothic 
windows from all sides. Permit me to present 3 stereoscopic 
views of the building, also an address of W. S. W. Ruschenberger, 
with illustrations. The large mammals, the skeletons and hir- 
gest birds are placed in the center of the lower floor, while the 
first gallery contains about 30,000 different species of birds, some 
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archeological specimens and minerals. The latter are arranged ac- 
cording to Dana's Mineralogy. The various species of shells are 
exceedingly well represented and arranged according to Professor 
Tryon's Manual of Conchology. When, in the display collection, 
a species is lacking, a fine colored drawing is furnished to take its 
place, until the natural specimen can be procured. Of Professor 
Tryon's "Manual of Conchology" 15 vols, have appeared, and I 
would recommend the purchase of same, as soon as we have 
moved into new quarters and get space enough to display our 
grand collection of shells. 

The museum of the Academy of Natural Sciences in Phila- 
delphia may feel proud of possessing some specimens which can- 
not be found in any other museum. For instance, the extinct 
lizzard found in Haddonfield, New Jersey, the Hydrosaurus 
faulkii, 1858. The animal is like our Megatherium, about 20 feet 
high, and all bones with the exception of a few are in perfect or- 
der. Another rare specimen is the extinct auk, Alca impennis, 
Linn, with a real egg of this bird. A flexible sand-stone slab 
from Brazil, and a meteorite weighing 257 pounds are also speci- 
mens of rarity. The floor under the museum is occupied by the 
library and various offices of the curators in charge, and it also 
contains a splendid hall for lectures and meetings of their board 
of trustees. On the walls there are to be seen the oil pictures of 
the old trustees and scientific gentlemen, who lived and worked 
in the first part of the present century. The publications of the 
Academy consist of a Journal, begun in 1817, and an annual re- 
port of proceedings, which hive been issued regularly since 1817. 

The collection of shells is said to be the largest in the world, 
surpassing even the famous collection of the British Museum. 
It contains, in about 56,000 trays, 170,000 species. 

The herbarium contains 35,000 species of flowering plants. 
The collection of human crania numbers about 1700 species, I 
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found an endless variety of osteological specimens, preparations 
of reptiles and fishes, sponges and corals. 

Professor Heilprin opened a room for me in which were 
most abundantly exhibited beautiful and valuable specimens of 
gold and silver ore. I saw pieces of natural gold as large as my 
hand, precious stones, and splendid clustering specimens of vana- 
dinite and wulferite. After we had inspected the library, which 
contains 35,000 vols., we parted with thanks to Mr. Heilprin and 
the other gentlemen, resting assured that they would render us 
any assistance we might desire for the construction of a new 
building. We now visited the 

UNIVERSITY OF PENNSYLVANIA. 

The museum is situated on the second floor of the library build- 
ing, but not yet arranged. The collections were opened to the 
public October Ist. The museum will occupy several rooms, with 
light from above and all sides. The university together with all 
the old and new buildings covers an area of about 20 acres. 
Here I could not see anything of value for our museum. 
From here we started for New York and inspected 

THE AMERICAN MUSEUM OF NATURAL HISTORY. 

The plans of this institution have been laid out on such a scale 
that the museum, after completion, will be one of the largest in- 
stitutions, not only in America, but perhaps the whole world. 
The site for this museum has been given by the city of New 
York and embraces an area of 20 acres. As you will see from 
the plans I present herewith, there is only one building erected 
at present, but another two- winged structure is just in process of 
erection, as you will see from the colored picture accompanying. 
I present an annual report, containing 3 pictures, to show the 
magnificence of the halls in this building. The dimensions of 
the whole are so extensive that I could see nothing in the build- 
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ing or rooms that we could adopt for our small museum. Pro- 
fessor Allen and Mr. Richardson, the taxidermist, were both 
very kind to us in spending several hours of their time, in order 
to show us all the particulars of the interior of the museum, 
and also of the annex, just in process of erection. Some of the 
new exhibition halls are very large, and there are spans of 60 by 
80 feet without any pillars. 

The lecture room is built on a new plan, oblong, like an 
amphitheatre, and has a capacity of 2007 seats. In the rear of 
the platform there is a white sheet of 30 to 40 feet, for the use of 
a stereopticon. 

This institution is supplied with many groups, representing 
scenes of the natural life of animals. Professor Allen showed me 
most beautiful groups of robins, swallows, Baltimore orioles, and 
others, which were sitting on their nest amidst leaves and trees. 

Professor Allen was informed of our musk rat group and 
spoke very favorably of our efforts. The greatest present attrac- 
tion in the museum is the Jessup Collection of American lumber, 
which probably is the largest collection of this kind on the face 
of the globe, and which has cost the museum more than $100,000. 
In tliis collection there is represented one of each species of forest 
trees growing in the U. S. All the pieces of wood on exhibition 
are 5 feet high, one foot from top they are cut out in halves so as 
to show the grain of the wood ; one half is polished and the other 
half has been left in the natural state. Professor Allen offered us 
his assistance for the erection of a new building, whenever we 
might call on him. 

The next institution we visited was the 

PEABODY MUSEUM IN NEW HAVEN. 

This museum is connected with the Yale university, only one 
wing being completed, but the picture I present herewith, shows 
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the building as it will be after completion. Here we met with 
the same furniture as we have in our museum, and of which Mr. 
Doerflinger brought the plans along at the time the present 
museum was turned over to the city, in 1882. All the cases are 
made of cherry, size and shape all the same as in our museum. 
In the absence of the director of the institution. Professor O. C. 
Marsh, we were introduced to Dr. Penfield. Having examined 
the building, we found that it did but poorly answer the purpose 
for which it has been erected. The hall is perfectly dark and a 
spiral stairway is running round the walls to the four stories 
above. The rooms are small and of very dim light. Here we 
met with a new way of displaying shells; they are fastened on 
pins which rest on square blocks. The collection of corals was 
the most beautiful we have seen. ^ 

In the evening we reached Boston and early in the morning 
we started for Cambridge, where we had the pleasure of meeting 
Professor Alexander Agassiz in his office at the 

MUSEUM OP COMPARATIVE ZOOLOGY. 

Professor Agassiz kindly gave us as a guide, Mr. Sam. Garman, 
assistant in Herpetology and Ichthyology. Mr. Garman is a 
specialist on reptiles and fishes and has written several vols, on 
these subjects. In the interest of the Museum of Comparative 
Zoology he has traveled not only through our west, but also 
through South America, the Andes, etc. He accompanied us 
through all the building and took us through nearly fifty rooms, 
our visit lasting from 9 o'clock in the morning till late in the 
afternoon. Here I must say that of the many museums we have 
visited on our inspection trip, the Museum of Comparative Zoo- 
logy takes tlie lead of all. It is a thoroughly systematic arrange- 
ment, and is exceedingly well filled with specimens of all kinds. 
The collections are divided into different groups for various pur- 
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poses. There is one series of rooms, of which each is given to a cer- 
tain continent, as for instance, Europe, Africa, etc. Each room con- 
tains a complete exhibit of the fauna of such continent, from the 
lowest to the highest order. Another series of rooms contains a 
synoptical arrangement of type specimens from the animal king- 
dom, so as to give a birdseye-view of all the living animals of the 
globe. A third series of rooms contains a selection of dissected 
parts of animals, for comparative studies of their structure. In 
addition to this, there are numerous storerooms, filled with speci- 
mens of all kinds, both fossil and living. All these rooms are 
accessible to the students and, witli the exception of the store- 
rooms and lecture room, to the general public. The students find 
tables and chairs placed everywhere for their convenience. The 
Entomological Department is in charge of Dr. Herman A. Hagen, 
who has prepared a number of interesting exhibits, moths, butter- 
flies and larvae. The first part of this large establishment was 
opened in 1862. The present building occupies about three- 
fourths of the original plan, of which I present a drawing. 

At present the Peabody Museum of Archeology and Ethnol- 
ogy occupies a building by itself, which later will be connected 
with the main building. Here we found the largest display of 
North and South American antiquities. There are some large 
specimens on exhibition, such as the "Giant Squid", which have 
been made by Professor Emerton. After examining the museum 
we were fully convinced tliat there is not in this country a mu- 
seum, that can be compared with the Cambridge Museum, in re- 
gard to completeness and scientific arrangement. The whole 
collection may be studied without the aid of any printed guide, 
because every specimen is clearly labeled and the entire collec- 
tion arranged in the best systematic order. 
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MUSEUM OF THE BOSTON ACADEMY OP NATURAL SCIENCES. 

The museum is a large square building with the usual un- 
satisfactory arrangements, clumsy and heavy galleries, small 
rooms and insufficient light. 

BUFFALO SOCIETY OP NATURAL HISTORY. 

The BuflFalo Society of Natural History is on the bottom 
floor of a building, in which the library takes up the second floor 
and the Art Society and the Historical Society the third floor. 
The curator of tlie Natural History Society informed Mr. Linder- 
felt that they expect a separate building for this department some 
time in the future. Besides the ordinary exhibition rooms they 
have a large lecture room ; the rooms are very low, but fire-proof. 
The cases and fixtures are all old fashioned, and of the simplest 
material. Geology and Paleontology are well represented, but 
there is not much of other departments. The rooms are but 
small and the light insufficient. It is a private society, but its 
rooms are open to the public. 

CONCLUSIONS. 

Having carefully considered the subject of accommodation for 
our museum, I arrived at the conclusion that two independent 
buildings should be erected, but the front so constructed as to 
give both buildings the appearance of oqe, as you will see from 
the plans I here present. The building should be absolutely fire- 
proof and the heating apparatus for both the buildings should be 
placed in a separate building at quite a distance from the main 
building. 

On my inspection tour I found that the majority of buildings 
have been erected without sufficient provision for future increase. 
It will therefore be hardly necessary for me to recommend tliat 
our museum should be so erected as to give us ample space for 
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future additions, without interfering with the plans of the whole 
building. 

I reoommend the erection of a building according to the 
plans which I herewith present : 

SIZE OF THE MUSEUM BUILDING. 

Outside measurement about 9000 square feet. 

The building to contain 

1. Basement. 

So arranged as to form a full story fronting to the 
court with large windows. The basement shall contain the 
following rooms : 

A. Store rooms. 

B. Working room for the taxidermist, etc. 

C. Room for a large aquarium. 

D. Laboratory, etc. 

E. Men's toilet room. 

2. Ground Floor. 

The ground floor shall contain the following rooms: 

A. A lecture room with a seating capacity for 300 per- 
sons, constructed in the form of an amphitheater. 

B. Entrance hall, 20 feet wide, with stairs 10 feet wide, 
leading to the second story in two arms. Stairway to 
basement and men's toilet room. 

C. Wardrobe and ladies' toilet rooms, both with entrance 
from the main entrance hall. 

D. Custodian's office, 350 square feet, with fire-place. 

E. Library, 300 square feet, and communicating both with 
the custodian's office and the directors' room. 

F. Directors' room, 650 square feet, with special fire- 
place. 
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G. storeroom for specimens in course of preparation, 650 
square feet, with stairway leading to the working room 
in the basement. 
H. Janitor's room, about 300 square feet, so arranged 
that a part of the same may be used as a bed room,' 
if necessary. 
I. Corridor, connecting the main entrance hall with the 
vestibule and the entrance adjoining the building at 
the south end through which connection is made with 
the library. 
K. An elevator from the basement to the top gallery of 
the museum, capable of receiving the largest speci- 
mens known. 
3. Second, third and fourth floor. 

The second, third and fourth floor shall be devoted to one 
large hall for the museum, and shall be provided with two 
series of galleries around the entire four sides of the build- 
ing, leaving an open cenler, lighted by a sky light, 25 by 
115 feet. The area of the main floor would be 8000 square 
feet and the two galleries each 5000 feet, making 18,000 
square feet in all for the exhibition of specimens. 
The main floor and the galleries of the museum will be con- 
nected by three convenient flights of stairs. As already said be- 
fore, the building should be erected either out of granite or hard 
brick, with appropriate trimmings of stone and terra cotta. The 
floors throughout the museum, including the galleries and corri- 
dor, should be of tiling set in asphalt. 

In conclusion I would also recommend that all improve- 
ments, in regard to storage cases and other furniture, as I have 
seen them in the National Museum in Washington, be accepted. 

Respectfully submitted, 

ADOLPH MEINECKE. 



APPENDIX I. 



Notes on Library BuildingS; Visited November 

3-26, 1890. 



DAYTON, OHIO, PUBLIC LIBRARY, 

completed three years ago, occupies the center of a park, about 
400 feet each way. The building, made by a local architect, is of 
grey sandstone and brown stone trimmings, with tower and a 
heavy balcony with stone pillars over the main entrance, appar- 
ently put there for ornament only. The lower story is occupied 
by a delivery room, general reading room, reading room for la* 
dies, patent room, above all of which is a second story not yet 
finished off, except plastering, the whole consisting of one large 
room. Off from the delivery room, merely separated from it by a 
counter, is a book storage room in one story, with cases about 8 
feet high, placed along the walls and on the floor. The light is 
obtained from windows placed above the cases on all three sides, 
the free space over the ciises being about ten feet in hight. Off 
from this room is the librarian's office, with entrance also from 
the vestibule. 

Advantages: Ample lobby with entrance from two sides, 
good ventilation, books all on one floor, low cases. 
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Faults: No provision made for extension, except by finish- 
ing the upper floor as a reference room, and dividing the library 
in two parts. The present book room is supposed to accommo- 
date 50,000 volumes, but the cases are less than 2| feet apart. 
Insufficient light between the cases, inconsequence. No reference 
room, except, as stated, a possibilty of providing one in the future. 
Insufficient reading room and no provision for work room. 

Cost about or nearly $100,000, erected by the city, and gov- 
erned by a committee of the school board. 

Is entirely fire-proof, except wooden finishings and cases. 

SPRINaFIBLD, OHIO, PUBLIC LIBRARY. 
(Name to be ohanfred to the Warder Library.) 

The building was paid for by a Mr. Warder, as a memorial 
of his parents, and presented to the city. Opened in June, 1890. 
Has a fine situation on the main street diagonally across from the 
new post office, and is built in the shape of an L, with the pro- 
jection toward the street. Of grey sandstone and brown stone 
trimmings, with an imposing portico for entrance, and a tower in 
the inner angle. The entrance leads into a magnificent reading 
room, about 35x60 feet, well lighted and finely furnished, almost 
the entire length of one short side being occupied by a wide fire- 
place. The book room branches off from this room, separated 
from it by a counter. This book room has shelves on the floor* 
but not dn the sides, and is well lighted by high windows not 
more than four feet from the floor, on both sides of the room. 
The cases are about three feet apart, but too high. Readers have 
access to the shelves, for the present at least. 

On the second floor above the book room is a low room, 
which will ultimately be used as a reference room; but the read- 
ing room extends to the roof, which is supported inside by heavy 
cross beams. 
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Advantages: Good reading room, fine basement, with ample 
light, which is also the case in the book room. Good heating. 

Faults: No provision for extension except by putting gallery 
in the book room, for which purpose the windows are divided 
into two parts. No reference room, except as stated above. At 
present the further end of the book room is used for this purpose. 
When filled to its utmost capacity, this room is supposed to ac- 
commodate 40,000 volumes. — Very poor accommodation for the 
librarian, and no work rooms or board meeting rooms, nor even 
a closet for a coat. Not the slightest provision for a cataloging 
room or place. It may be stated that the building is wlvoUy the 
work of the architects. 

A radical defect in both this and the Dayton library is that 
there is no direct light over the delivery desks. 

Cost $100,000, wholly borne by Mr. Warder ; lighted through- 
out by incandescent electric light. Tlioroughly fire proof, except 
for wooden furnishings, but the shelves are of iron. 

Governed by an independent board of four directors. 

COLUMBaS, OHIO, 

has a public library, poorly housed in the city hall, and the Ohio 
state library, not much better provided for in the state capitol. 

CABNSaiB LIBRARY, ALLBaHBNY, PA. 

This building was built and given to the city by Mr. Car- 
negie, the great iron manufacturer of Pittsburgli. It includes 
also a magnificent music hall, with seats for about 1800 people, 
and provided with a fine organ ; also various lecture rooms, gym- 
nasium, etc. The building is of grey granite with a very high 
tower, for which there seems to be no use whatever, except as a 
place for a clock. The whole half of the building is given up to 
the library with the exception of a room on the second floor at 
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the further end, which is intended for an art gallery, but may be 
fitted up as a newspaper reading room. 

The library consists of a large reading room, offices, " biblio- 
graphical room " and two stack rooms, all connected by a central 
room, of large proportions and lighted from above. The divisions 
between the rooms consist of massive pillars, connected by a par- 
tition when necessary, and the central vestibule is adorned with a 
fine fire place. The floors are mostly all of mosaic work. 

A curiosity in the arrangement is that the stack-rix)ms in 
two stories, closely packed like those of Harvard, with small win- 
dows, are on the side toward the main street, while the so-called 
"bibliographical room" might have been put there to greater 
advantage. The latter room is of very little use in its preseiit 
position, but, if it had a separate entrance toward the street, could 
be utilized as a delivery room. The present provision for deliv- 
ering books is absurdly inadequate. The stacks are in two stories, 
with a perforated iron floor, and tolerably well lighted. 

The entire building cost $250,000 and was erected by Smith- 
meyer <fe Pelz, architects in Washington, who made the original 
plans for the congressional library building. 

Advantages: Good basement and heating, ventilation by fan 
system. Substantial and handsome finish, good lecture and ex- 
hibition halls in connection with the library. 

Faults besides those already mentioned : Windows about 10 
feet from the floor do not give sufficient light, particularly in the 
back part of the reading room. Waste of room in the central 
part unless that be used as a reading room, or possibly for refer- 
ence, in case the delivery is transferred to the back room. Li- 
brarian is too far away from the place where the work of the 
library must be done. The upper stack room is too hot, and the 
whole collection is placed too far from the delivery desk. 

Plans are now being made for a similar building in Pitts- 
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burgh, to cost about a million dollars, also the gift of Mr. 
Carnegie. 

CONOBB88IONAL UBRABY, WASHINOTON. 

The building is progressing under the direction of Mr. B. R. 
Green, appointed by the chief of engineers of the army, and the 
sub-cellar, cellar, basement and first story are nearly completed. 
The material is Concord granite with marble interiors. It will 
unquestionably be one of the finest and most commodious struct- 
ures for library purposes in the world, with a capacity of five 
million books when filled up according to the plan in every di- 
rection. Full detailed plans are given in the two annual reports 
to congress already issued, but the following points need to be 
specially mentioned : 

1. The engineer architect strongly urges not to use any kind 
of sandstone in the construction of a library building, but rather 
granite, or else brick with terra-cotta trimmings. 

2. All the inside courts, where it is a question of radiating 
surface for light, are faced with a layer of light yellow enameled 
brick, which is admirable for the purpose, since moisture does not 
darketi it, as is the case with stone. 

3. The stacks will be constructed entirely of glass, with only 
enough supports to keep the walls together, and the windows will 
be immovable, so as to exclude dust as far as practicable, and all 
air carried in from the outside or from the heating apparatus will 
be strained through cotton before entering the storage room. 

4. These stacks will be seven stories high and furnished with 
iron shelving of a new form devised by Mr. Green. This shelv- 
ing seems perfect in every way, and is the best of any heretofore 
used. No paint is employed, but the iron is made rust free and 
permanently colored by the so-called Bower-Barff process through 
the use of magnetic oxide of sulphur. They will be put on the 
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market for sale by next spring, as soon as all the patterns are 
fully decided on and made. 

5. The books will be carried from the stacks to the central 
delivery desk and back by means of an endless chain, ingeniously 
arranged and in constant motion. 

6. All the heating apparatus and the greater part of the 
pipes will be in a separate building, level with the ground, in 
which are placed a number of boilers. From these steam pipes 
are carried into the basement of the building, where it is used 
only for heating water boilers, placed in various positions in the 
basement, and from there the heated water circulates throughout 
the building by means of an arrangement, similar to the. system 
used in water boilers for domestic purposes. In this way there, 
will be no pipes to get out of order on the main floors. 

7. For ventilating purposes, wherever necessary, fans will be 
used. 

8. The heating of the main circular reading room will be ac- 
complished by carrying heated air into a chamber made of boiler 
iron, and about 3 feet high, which extends under the entire floor. 
From this chamber the air will rise through openings arranged 
in all the supports of the reading tables in the room. 

9. The general public will have no access for sight-seeing 
purposes to the floor of the reading room, but will have the op- 
portunity of looking down into the room from a second gallery, 
wliere they cannot disturb tlie readers. 

SUBaBON-OBNBRAL'S LIBRARY, WASHINGTON, 

occupies an immense room in the new Army Medical Museum 
building, which when fully used will accommodate 300,000 vol- 
umes. The books are placed in stacks, two stories high with 
place for a third story. These stacks, however, are arranged in 
Vows, like our own shelves with an aisle in the middle, and are 
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lighted by means of windows at each end, but through a faulty 
arrangement of these windows, the light is not sufficient. Instead 
of having one window for each stack, one double window serves 
for two stacks. 

The building is made of red brick wiUi terra-cotta trimmings, 
and apparently very cheap, costing about $170,000. 

Of the numerous other libraries inspected in Washington, 
none is provided with a separate building nor embodies any 
special feature, with the exception of the library of the Geological 
survey, which has a large collection of maps, arranged in a stack 
of drawers, each map being backed with cloth. The index to this 
collection is placed in a book and every map is numbered, one 
hundred numbers being assigned to each independent or prom- 
inent foreign country and to each of the United States. These 
100 numbers are divided into groups used respectively for differ- 
ent classes of maps, such as official, topographical, geological, 
coast lines, general private maps, special localities, etc. Maps 
published in sheets have the same number for the whole, but the 
sheets on hand are enumerated. 

BNOCH PRATT FBBE UBBART, BALTIMOBB, MD. 

The main library is situated in Mulberry street and occupies 
an ordinary city lot, with high buildings on either side. In the 
lower story are delivery rooms and book stacks behind, while the 
upper story is devoted to a reading room and librarian's offices, 
as well as two board rooms. The stair-case, which is very fine 
and finished in marble and enameled brick, both walls and ceil- 
ing, divides the delivery room into two parts, which are used 
indiscriminately for giving out books, but all books are returned 
at one place. The book stack is in two stories, with iron floor and 
wooden shelving. It is well lighted by windows on both sides, 
this part of the building being narrower than the front, so as to 
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form a light well on either side. Immediately above this is the 
reading room, similarly lighted, and back of this are the libra- 
rian's offices. The cataloging room is back of the second story 
stack and lighted from above. There is also a private stairway 
from tlie reading room, leading down into the stacks, so that 
books can be taken up from the library, for use in the reading 
room. 

In addition to the main library there are five branch libraries 
in various parts of the city, all exactly alike, costing from 
14,000 to 16,000 dollars, including ground, and containing some- 
thing over 7,000 volumes each. All these buildings were erected 
by Mr. Enoch Pratt and given to the city, and he also gave the 
city something over a million dollars, for which the city pledged 
itself to pay for the maintenance of the library 50,000 dollars 
annually. 

With 58,000 volumes in the main librarvand a cii'culation of 
1,000 to 1,200 volumes a day, there are 35 attendants, exclusive 
of two assistants at each station, but including 8 catalogers, who 
do the cataloging for the whole system of libraries. 

Considering the exigencies of the situation, the building is' 
quite well planned, except that the entrance to the librarian's 
office is through the reading room, which must necessarily de- 
tract from the quietness of the room. It would also seem to be a 
defect, that there is no provision for a reference library, although 
the library of the Peabody institute, which is exclusively for 
reference purposes, is not far away. A few cyclopedias and dic- 
tionaries, however, are kept accessible to readers on shelves in 
front of the magazine counter. 

IHB PEABODY INSTITUTE LIBRARY, BALTIMORE, MD., 

is one of the most important in the country, but the building is 
one of the most conspicuous examples of the old arrangement, 
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consisting of successive stories of galleries, rising to a hight of 
90 feet from the floor. The central space on tlie floor is used for 
a reading room, but tfie immense expanse above the tables is 
practically wasted. It is lighted by windows on the sides and also 
by a skylight. The published proceedings of the American 
Library Association bear ample testimony to the faultiness of this 
arrangement in many ways. 

THE LIBRARY COMPANY OF PHILADELPHIA. 

This is an old library, started by Benjamin Franklin, and 
occu[)ies a building in the center of the city, to which a large 
addition has been made within the past two years. The book 
cases are placed along tlie walls, without alcoves, and the center 
of the rooms is used for tables and chairs. Each room has a gal- 
lery, with the siime arrangement, and in addition to this, the new 
part has a second story, that will ultimately be used for books, as 
the space becomes exhausted below. New books are placed on 
shelves on the floor, where they can be examined by readers. 
The library is not free; in fact there is no free library in the 
whole city, but books may be used within the library rooms with- 
out charge. 

The disadvantage of the arrangement in this library is that 
all the cjises must be covered with wire screens and doors, and, 
above all, tliat the attendants must travel long distances fre- 
quently to get a book that is called for. This is so serious a 
defect, that in a free library with many books and a large circula- 
tion, it would be impossible to make use of a similar arrangement, 
without enormously increasing the number of attendants in pro- 
portion to the number of books distributed. 

THE MERCANTILE LIBRARY OF PHILADELPHIA. 

This is a large library of the subscription class. The building 
is old, dingy and poorly lighted. The books are arranged around 
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the room in alcoves with long shelves, and the whole is sur- 
rounded by a gallery, with the same arrangement. On the lower 
floor, a railing is placed in front of all the alcoves, while on the 
gallery they are open; but no one has access to this, except he is 
a shareholder. The librarian's office is no larger than a good- 
sized closet. 

THB BIDGWAY BRANCH OF THE UBBABY COMPANY 

is a fine building, with an arrangement similar to the main 
library, and has cost nearly a million 4ollars, but is so far removed 
from the life of the city, that it is practically used only as a store 
room for the older and more valuable books of the library. 

THE UBBABY OP THB UNIVBB8ITY OP PENNSYLVANIA IN WEST 

PHILADELPHIA. 

A new building was completed on October 1st, at a cost of 
205,000 dollars, including furniture, and is a model building for 
the purposes, it is intended to serve, though not adapted for a 
public library. It is constructed of red brick with terra-cotta 
trimmings, and the interior of the walls is left in the natural 
state without finishing, except that it has a quantity of yellow 
sandstone pillars and arches, and an enormous fire place of the 
same material. 

The main building consists of a lofty reading room, a part of 
which rises to the roof, while the other part, separated from it by 
a colonade, consists of three stories, the upper of which are used 
for a museum. Attached to this central room are, on one side, 
the stair-case hall, with a tower above ; on the second side, which 
is semi-circular in form, a series of deep alcoves with shelves 
are to be used as seminary rooms by the different professors. On 
the third side are the cataloging and librarian's rooms, and a 
peculiarity in the construction of these, as well as the alcoves, is 
that tliey are but one story high and are all lighted by horizontal 
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skylights. As far as I was able to judge from a single visit on a 
comparatively clear day, the light in these rooms was admirable, 
and it would seem to be some advantage also in this arrangement 
on account of its absolutely shutting out all disturbing influences 
from outside. 

The fourth side is occupied by the book shelves, placed in 
rows on the floor, the whole being arranged so that two additional 
stories for slielves can be added without changing the roof, the 
floors of each successive story to be made of glass. This room is 
separated from the rest of the library by a solid brick wall with 
iron doors, and painted white. There is an abundance of win- 
dows and the light streams in without any obstruction whatever. 
Above the present cases both walls and ceilings are practically all 
glass, the horizontal parts being double, the other parts slanting, 
so as to prevent the lodging of snow and the accumulation of heat 
by means of the continued beating down upon it of the sun's 
rays. To prevent the glare of so much light, all the inner sur- 
faces of glass are ribbed, which admits the light without the glar- 
ing effiect of the sunlight. I have never seen a better lighted 
book room, and doubt that the construction of even two more 
stories can make it less so. There is in fact now an additional 
story below, on a level with the basement, practically above 
ground, and the light in this basement is amply suflicient. 

The delivery room is separated from the main room only by 
a counter and railing, while the cataloging room has in the same 
position the card catalog, consisting of tree rows of drawers, so ar- 
ranged that they can be pulled either way, a peg preventing them 
from being entirely pulled out by those who use them from the 
reading room. Above the ciitalog case there are curtains, which 
may be pulled together for a further separation if desired. 

Around the reading room are placed cases for reference books 
to be used by the students. As regards the lighting of this room, 
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it is clear that, the surrounding rooms being only one story high, 
and low at that, there is ample opportunity for abundant light 
for the reading room above them. 

The floor in the hall and reading room is a composition, 
made for the purpose by the architect, Mr. Furness of Philadel- 
phia, and since manufactured for sale. It is very hard, but allows 
of a much lighter construction of the support, than ordinary stone 
or asphalt floors, and is very much less noisy than the latter. 
The cases for books, and other fittings, are of wood, stained in im- 
itation of mahogany. 

OSTBBHOUT FBBB LIBBABY, WILKB8BABBE, PA. 

This library is an old church, which has been fitted over for 
library purposes, at an expense of about $12,000, with great suc- 
cess as far as convenience of arrangement is concerned. The 
reference room, consisting of the old sunday school room, is re- 
markably pleasant and cheerful. It is well lighted, well carpeted, 
and well furnished, with a large fire-place, in which a fire is con- 
stantly burning, whenever the weather permits. The books in 
this room are placed in shelves around the walls and are open to 
the public for free use under the eye of the librarian. 

A space running the entire length of the church has been 
set aside for a passage w^ay to this room, and is also used for the 
catalog and supplied with tables and chairs. The rest is used for 
book cases and a magazine reading room. 

On the second floor above the reading room are meeting 
rooms for the board, etc. An innovation deserving imitation is 
providing tw^o wash bowls, which children coming in witli dirty 
hands are required to use, before they can handle the books. The 
librarian says that a good many of them now wash their liands 
at once, without being asked to do so. 

The light throughout the building is very good, on account 
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of the high windows; the artificial lighting is done entirely by 
electricity, and the heat is supplied by steam from a central sta- 
tion in the city, at a comparatively small cost. 

COLUMBIA GOLLBGB LIBRARY, NEW YORK. 

This library, reorganized by Mr. Dewey, is chiefly remarkable 
for the employment of all kinds of devices for facilitating labor, 
such as electric call bells, speaking tubes, etc. It is in an old 
building poorly adapted for its purpose, and the books are ar- 
ranged around the walls in two stories, with reading tables on the 
floor for students. 

ASTOR LIBRARY, NEW YORK. 

This library is arranged on an alcove plan, which, though 
fairly serving its purpose for a reference library, offers no sugges- 
tions of value to a circulating library. 

The same may be said of the Apprentices* and Mercantile 
libraries of New York, which are badly housed, but the latter is 
now constructing a modern building, the top floor of which will 
be used for the library, while the lower floors will be finished into 
stores and office rooms. 

THE FREE CIRCULATINa LIBRARY OP NEW YORS; 

with its three branches, is contained in buildings erected on nar- 
row city lots, and consequently lighted only in front and behind. 
The lower story is used for the book room and delivery, with 
the books in free shelves, and the second story is a reading room 
and reference room. In the third story the janitor has his living 
rooms. 

This library has for several years done its own binding, and 
the librarian states that they find it perfectly satisfactory and 
much cheaper. The binder, who receives a salary of $1,000 per 
year, with one helper at $10 per month, does all the binding for 
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the four libraries and the greater part of the repairing. He fur- 
nishes his own machinery, but the library provides all the mate- 
rials, as well as room, light and heat. 

The branch libraries distribute almost as many books as the 
main library, and require as many assistants each, but all the 
cataloging is done at the main library. The books in each branch 
vary very much in number and kind. 

NBWARK, N. J.. FRBB PUBLIC UBBART. 

This library is in a building, that was originally a church, 
but which has been entirely remodeled and so materially changed 
that there is hardly anything left indicating its former use. 

The front part of the building is in two stories with an attic, 
while the back part, containing the library, reaches to the roof. 
The work was done by an architect, before there was a librarian 
appointed, and, in consequence, is badly done in several respects. 
The building is handsomely finished, however; the hall has 
marble wainscoating and massive brass trimmings for the stair- 
way, etc. 

The books are arranged in alcoves around the walls, with a 
second story, and the center is used for a lobby, but the catalogs 
are placed in a separate room of considerable size. In addition 
to these rooms, there is also on the lower floor a ladies' conversa- 
tion and reading room, with Persian rugs, upholstered furniture, 
and large fire-places ; and the librarian's office. 

On the second floor, to which a wide fine stairway leads, is a 
beautiful, light and pleasant reading room, fully supplied v^ith 
magazines and newspapers of all kinds. The newspapers are 
placed in a sliding holder, invented by the librarian, which is 
very convenient for the readers. 

The third floor contains a large room, fairly well lighted, but 
which cannot be utilized for any library purpose, on account of 
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the thinness of the floor between it and the reading room below. 
In order to make some use of it, however, the library has bought 
J500 worth of machinery, and hired a binder and a girl for sew- 
ing. These two do all the binding for the library, and get it out 
a great deal quicker than when the work was done outside. 

The most serious defect in the building is that there is no 
provision for a reference or cataloging room. They have, there- 
fore, been obliged to make ftse of the second story of the alcoves 
for this purpose, with the result that every movement among 
the people below, who are in full view from above, as well as their 
conversation with the attendants in changing or drawing books 
distracts the attention from the work in hand. 

In the librarian's room the windows are about seven feet 
above the floor, which results in insuflicient light. 

The library is lighted by electricity on the Edison incandes- 
cent plan, but the librarian states that the expense is very much 
greater than the gas, one month alone lately amounting to $300. 
There is an abundance of lamps, how^ever. 

PRATT IN8TITX7TB, BBOOKLTN, N. Y. 

This library, though belonging to the institute and being 
part of the muniflcent gift of Mr. Pratt, is practically a free cir- 
culating library for the city of Brooklyn. It is situated on the 
lower floor of the Institute building and consists of a large room, 
divided by the delivery desk into two parts, one for book cases, 
placed in rows on the floor, and the other for reading room pur- 
poses. The fixtures and appointments of the room are good. 

THE BROOKLYN LIBRARY, BROOKLYN, N. Y., 

is a rather large building, erected quite a number of years ago, 
and from which, consequently, there is nothing to learn for a 
modern building. The arrangement is the conventional one for 
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a building, situated in a closely built street. The library itself is 
large and well selected, but a subscription is charged for its use. 
A distinctive feature is the collection of music for circulation in 
the same manner of books, which is worthy of imitation. 

ff 

YALE UNIVERSITY LIBRARY, NEW HAVEN, CONN. 

The new building has just been completed, at an expense of 
about $200,000. It is quite attractive in appearance, and the 
main entrance is handsomely ornamented with stone ^carvings. 
The most striking part of the interior is the octagonal reading 
room, with windows set about 12 feet from the floor and the book 
cases placed below all around the room. The ceiling is vaulted 
and being rather low, as compared with the size of the room, and 
with no ornaments or projections of any kind, aside from thq 
painting, to break its monotony, it has a rather depressing effect 
on the visitor. 

The book cases are placed in rows on the floor, immediately 
behind the delivery desk, and are no higher than that the top 
shelf can be conveniently reached. Above the delivery room, 
and communicating with it by a stairway, there is a second story 
for book cases arranged in the same way. It is calculated that 
these two rooms will hold 200,000 volumes, and, with admirable 
foresight, the end wall of the building has been arranged so as to 
allow of the addition of another series of rooms of the same kind 
by simply piercing holes for doorways, when the limit has been 
reached. 

This is unquestionably one of the best of modern library 
buildings. It has ample light, except in the reading room, 
where it has been obscured by elaborate stained glass windows, 
one of which cost no less than $10,000. The provisions for exten- 
sion, when needed, are good and the facilities for work satisfac- 
tory, considering the purposes of the library. The greater part 
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of the books are yet in the old building, some 200 feet away, with 
which the new •building is joined by means of a temporary cov- 
ered wa}^ which will be removed when the transfer of the books 
is completed. 

A new feature is a folding iron screen, which is attached to 
the opposite walls and can l)e extended across the room, so as 
to cut off the library proper from the entry, when desired, and 
still leave the access to the reading room free. 

ROCHESTER, MASS., FREE PUBLIC LIBRARY. 

This library comprises nearly 100,000 volumes, and is at 
present housed in an old building with insuflficient accommoda- 
tion. Immediately adjoining it, however, is now being erected a 
so-called "annex," to cost $100,000, and twice as large as the old 
building. This new building has large reading rooms, offices, 
and work rooms, and on the fourth floor large art exhibition halls 
and galleries. The books will be placed in a wing in several 
stories, separated from the main building by fire-proof walls and 
iron doors. This wing is practically all windows, with only 
enough stone work between to keep it standing, and all other 
parts of the structure are equally well lighted. 

It is intended to use both buildings, when the new one is 
completed in the early part of 1891. 

This library has for a number of years paid particular atten- 
tion to interesting the school children of the city in its collections 
and work, and a main feature of the new building is therefore a 
room, set aside especially for the purpose of taking classes there 
and instructing them in the use and value of the library books. 

PROVIDENCE, R. L, PUBLIC LIBRARY, 

is housed in quite inconvenient quarters on the lower floor 
of a business building, but steps are now being taken toward the 
erection of a special building for its use. 
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has a building of its own, but it is very old, of .conventional ar- 
rangement, and ultra-Greek in style. 

BBOWN UNIVERSITY LIBRARY, PROVIDBNCB R.I., 

occupies a handsome building of red brick and sandstone. It is 
built in the shape of a cross of St. Andrew, consisting of a central 
dome, around which are grouped four deep alcoves in several 
stories. These alcoves are amply provided with light from the 
sides, while the central portion receives its light from above. 

The arrangement is quite satisfactory for the university 
library, but there is no provision made for extension of any- kind 
beyond the room now furnished, though that will probably be 
sufficient for quite a number of years. 

BOSTON PUBLIC LIBRARY. 

The building now being erected in Copley Square is sub- 
stantially the same as described in the report of the trustees a 
few years ago. It was eslimated to cost |1,300,000, but this sum 
is now exhausted, though the roof is not wholly completed, and it 
will require at least half a million dollars more to finish it, accord- 
ing to the design. 

Architecturally the building is a great success, but the in- 
terior arrangement is bad in several respects, and has been severely 
criticised by librarians and others, who demand that convenience 
for work should not be sacrificed to architectural display. The 
worst features are probably the scattering of the principal rooms 
in several stories, and building the book storage rooms in such 
way that artificial light must be used among the cases to a great 
extent from one end of the year to the other. This is particularly 
strange, since one of the long walls of this room is toward the 
street, and the other along an interior court of large dimensions. 
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It would seem as if on the latter wall, at least, windows might 
have been provided where the position of the book cases, and not 
the exterior decoration, demanded it. It is a significant fact, in 
view of the result, that the librarians of the institution were not 
consulted about the plans. 

BOSTON ATHBNiEUM. 

This is a large and important library, which occupies a build- 
ing of its own on Beacon street, about which nothing better can be 
said than that its foundations were laid several generations ago. 
The librarian, however, is one of tlie foremost men in the profes- 
sion in the world, and he has succeeded in utilizing the space at 
his commands in such a way, as to be apparently satisfactory to 
the select clientage. It is essentially a library for the scholar and 
the man and woman of leisure. 

MASSACHUSBTTS STATE LIBRARY, BOSTON, 

occupies at present quarters in the old state house, but excellent 
accommodations are being prepared for it in the new addition, 
now in course of erection. 

Other libraries of Boston, and the suburban branches of the 
public library, offer nothing of interest. 

NEWTON, MASS., PUBLIC LIBRARY, 

has a beautiful building, with a large lawn in front, the main 
part of which is probably about twenty years old, but an addition 
has been built in recent years. Particular pains have been taken 
to make the rooms attractive by means of pictures and flowers, 
and the reference room is very inviting, with good furniture and 
cases of 6ooks along the walls, open to every comer. 

The new part has rows of shelves on the floor and along the 
walls, is lighted from above and separated by a wall, surmounted 
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by an open arch, from the delivery room, above which it is raised 
several feet. The newspaper reading room, patent records and 

public documents rooms are in the sub-story, which is well light- 
ed, high and dry. 

The principal fault in the arrangement is that the books are 
quite far from the delivery desk, except fiction, which is placed 
immediately behind it, but part of this space consists of a gallery, 
which is a remnant of the old arrangement before the erection 
of the addition. 

A large share of the library work at Newton is done by de- 
livery to various parts of this extensive suburb of Boston. 

WATBRTOWN, MASS, PUBLIC LIBRARY, 

about ten minutes' walk from Newton, has a new fine building, 
though quite small. The arrangement is similar to the one at 
Newton, with the addition of work rooms and museum of small 
proportions on the ground floor. 

WOBUBN PUBLIC LIBRARY, WOBURN, MASS. 

This library was built by Mr. Richardson at a cost of $80,000, 
and is very beautiful architecturally. It is of light brown stone 
with darker trimmings, and is situated on a slight eminence in 
an open space, where It shows off to great advantage. Its main 
features were fully described in the New England Magazine for 
February, 1890, and also in Mrs. Van Rensselaer's volume on 
Richardson's works. 

The books are arranged in alcoves lighted by narrow win- 
dows, with a gallery above each, and the shelves in these alcoves 
are so high from the floor, that it is impossible to reach the upper 
shelves without a step-ladder. This would make it utterly im- 
practicable in a library with a large circulation, besides restricting 
the storage capacity to about 50,000 volumes, with no chance for 
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an addition to the building without marring the harmony of the 
exterior. No work rooms or cataloging conveniences are pro- 
vided, except on the floor between the two rows of alcoves. The 
art gallery is lighted from above, and tlie museum by perpendic- 
ular windows above the cases, running along the wall. 

The basement floor is used for a museum of historical collec- 
tions, and the janitor has living rooms in the upper story, above 
the reading room. 

THOMAS CBANB PUBLIC LEBBART, QUINCY, MASS., 

is another of Mr. Richardson's creations and is generally com- 
mended as his masterpiece. It is much smaller than the Woburn 
library, but made on the same general plan, with the art gallery 
and museum left out. The faults of arrangement, common to all 
Richardson's buildings, are still more emphasized in this, one of 
his latest works. 

The alcoves are provided with windows, small and narrow at 
that, only on one side, the lower story on the east, and the upper 
on the west. The result is in the higliest degree unsatisfactory. 
There is no connection between the two sides of the upper alcoves, 
except by going down the stairway and up again. 

One great fault in both the last buildings is further that the 
delivery of books is done in the reading or reference room, where 
the necessary confusion resulting from such an arrangement will 
unfailingly disturb the readers. 

CAMBBmGB, MASS., PUBLIC LIBRABT, 

This is on the whole a very satisfactory building, as regards 
both the interior and the exterior. It has just been flnished at a 
cost of nearly $100,000, and is the gift of a former resident of 
Cambridge, now living in California, who has also given to the city 
a fine manual training school, situated opposite the library on the 
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west. On the east side of the square is now being erected a mag- 
niiicent high school. 

The building material is stone of two colors, with rich carv- 
ings. The books are placed in a stack, which forms a wing of the 
building, with good light, and is capable of indefinite extension. 

The only mistakes seem to be that the reference room opens into 
the delivery room without any division, except the filigree work 
overhead, which must necessarily interfere with the quiet of the 
room, though the appearance of the long stretch is very impres- 
sive. There is also a lack of adequate work rooms for the force. 
A notable feature is the long end room, devoted to a collection of 
the works of Cam,bridge authors, of which there is a large num- 
ber, separate from and frequently duplicating the books in the 
main library. 

On the upper floor there is a reading room for newspapers, 
and some other rooms. 

• 

HARVARD UNIVBBSITY LIBBABY, CAMBBmGB, MASS. 

This library, which is one of the most important in the coun- 
try, occupies a building of its own on the college campus, which, 
though well adapted for its peculiar field of work, nevertheless 
offers no features for adoption by a public library. The iron 
stack system, for the compact storage of its wealth of books, has 
formed the pattern for a large number of other buildings, and the 
" Harvard stack " will be found copied in many places without 
the slightest change. The greatest objection to the arrangement 
seems to be that the shelves are too close together, that is, the 
aisles are too narrow and tlie height from the floor to the ceiling is 
too small, all of which makes the shelves for the books in many 
places dark, while the perforation of the iron floors, which is de- 
signed to obviate this defect as much as possible, facilitates the 
dispersion of dust through the whole system, and the accumula- 
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tion of heat ou the upper stories, to the detriment of books and 
bindings. 

NBW YORK STATJB IjIBRABT, ALBANY, N. Y. 

Under the management of Mr. Dewey, this library, which 
has a very good accumulation of books, begun a number of years 
ago, is rapidly coming to the front as one of the great institutions 
of the country. It occupies a magnificent suite of rooms in the 
new state house, extending through several stories. All the shelv- 
ing and furniture is of solid oak, highly finished, but without 
heavy cornices or other similar ornaments. The height of the 
rooms has made necessary the construction of galleries, and every 
inch of space, available for a book shelf, has been utilized, the 
theory of the librarian being that a row of well-bound books is 
better than any other ornamentation of a library wall. The floors 
have been inlaid with pieces of oak six inches square and an inch 
thick,. which gives the effect of parquetry, while being much 
cheaper and less noisy. Doors, and in many instances partitions, 
are made of clear plate glass, with just enough frame to hold them 
together, thus opening an unobstructed view through room after 
room, even when the doors are closed. For the same reason, door 
openings have been made as far as possible in a straight line. 
Every room, and almost every desk, in the whole establishment 
is connected with the librarian's desk and, through a central sta- 
tion, w^ith each other, by means of electric bells and speaking tubes. 

A library school, for the training of librarians and library 
assistants, under the direction of Mr. Dewey, is established in con- 
nection with this library and subject to the regulations of the uni- 
versity of the state of New York. 

BUFFALO LIBRARY, BUFFALO, N. Y. 

The new building for this library wRs finished a few years 
ago at a cost of something over $300,000, and furnishes also 
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accommodations for the Buffalo Natural History Society, Academy 
of Fine Arts, and Historical Society. It has been fully described 
in an illustrated volume by the librarian. 

The style of architecture is extremely pleasing, and on the 
whole the' interior arrangement is eminently satisfactory. The 
librarian has no suggestions to make for any changes, taking into 
consideration the exigencies of a situation on a three-cornered lot 
with the narrow end toward a public square, except that the read- 
ing room ought to have been larger, and better accommodations 
provided for cataloging and work rooms. 

All the floors are covered with cortecine, a kind of linoleum of 
a somewhat too sombre color, which has not been disturbed since 
it was laid down three years ago, and is practically noiseless. It 
shows hardly a sign of wear, even in front of the delivery desk, 
where any material of ordinary texture would have been worn 
out long ago ; but it is somewhat difficult to clean, and, owing to 
the dark color, all dust shows on it instantly. Sweeping it is not 
allowed, but merely mopping with a wet rag. 

The shelving consists of gas pipe uprights with wooden 
shelves, and the floor between the stacks is of heavy glass. 

CLBVBLAND, O., PUBLIC LIBRARY 

occupies the second floor of a rather large, but old building, be- 
longing to the city board of education. 

A short time ago, the experiment was made of allowing the 
public access to the shelves of the whole library, except fiction. 
Such access is more nominal than real, however, as all these cases 
are provided with locked glass doors. Though these doors are 
freely opened on request, no one can roam freely in more than 
one compartment in a time, thus reducing to a minimum the 
danger of misplacing the books on the shelves. The cases are 
very long and each series of two form a sort of alcove, in which 
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there is one attendant to have an eye on the books and charge 
them to the borrowers. As far as possible, each one of these al- 
coves is devoted to a special class of literature, of which the attend- 
ant has practically the charge and is responsible for the order of 
the books in this department. 

The librarian reported that the system, which has some man- 
ifest advantages, has so far worked well, but could not be imitated 
where there are no doors to the book cases. 

TOLEDO, O., PUBLIC LIBRARY. 

The new building, costing $70,000, which is hardly entirely 
completed yet, is a handsome structure of a peculiar light-green 
sandstone, and is so planned that it can be extended in the di> 
rection of the book room. This book room is lighted by windows 
on the sides, above the cases, which are about eight feet high. 
These are placed in two rows on the floor immediately behind the 
delivery desk, and are made of gas pipe like those of the Buffalo 
library, but somewhat more ornamental and attached to a wooden 
biise. A peculiarity of the arrangement is the placing of the de- 
livery in one end of the desk toward a little room or alcove off 
from the main room, and using the other end for a magazine de- 
livery toward the reading room. Even newspapers are kept in 
pigeon-holes within the delivery counter, and given out on request 
only. The communication from these rooms with the attendants 
is through an arched opening over the counter. The remainder 
of the main room, in front of the delivery counter is devoted to a 
large room filled with tables and large, upholstered, leather covered 
chairs, and intended for a general reading room, but in fact used 
as a lounging and conversation room. 

The tinting of the walls and ceilings of the book room is a 
light salmon of a very pleasing color, which is graduated in in* 
tensity by imperceptible steps from below upwards. 
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The rooms up stairs will be devoted to lecture rooms, etc. 
The lighting is incandescent electricity, and the heating is done 
by natural gas, while the whole building is ventilated by the 
Smead system, which seems to be practically the same as the Rat- 
tan. The whole arrangement is said to be eminently satisfactory. 

DBTBOIT, MICH., PUBLIC UBRABT 

occupies a very neat building in the center of an open space, but 
the interior arrangement is on the objectionable plan of galleries 
in several stories around the walls of a large central hall. The 
result, as usual, is inaccessibility of the books and inconvenience 
for the attendants. The librarian's rooms are way off in a side 
corridor, where the public can not reach him without difficulty. 

MICHIGAN 8TATB UNIVEBSITT LIBRARY, ANN ARBOR, MICH. 

This building, erected about seven years ago, is quite pecu- 
liar in several respects. The front of the building toward the 
campus presents a large semi-circular wing, containing the main 
reading room, on either side of which wing there is an entrance. 
The reading room is fitted with stationary semi-circular tables, 
supplied with spring chairs, an arrangement that undoubtedly is 
very good for a class room or a legislative hall, but has its serious 
drawbacks when used for a reading and study room. 

The book storage room is good, consisting of the Harvard 
stack, but set farther apart, and with the addition of a few feet 
above each row of cases for light and air. This is a great im- 
provement over the original. The floors between each story are 
solid and consist of glass between the cases, but the longitudinal 
aisles have a sandstone floor, which the librarian says is ground 
up into an impalpable dust by the feet of the attendants. 

As originally constructed, the accommodations for the libra* 
rian and the cataloging force were so ludicrously inadequate, that 
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he was obliged to take possession of two large, good rooms, in- 
tended for other purposes, and the result is that they are short of 
seminary rooms for the use of the professors. The upper floor, 
however, is used for an art gallery, and will probably some time 
be appropriated for the use of the library, when a separate build- 
ing is furnished for the art collection, the greatest interest of 
which attaches to the marble works, plaster casts and working 
models of the celebrated American sculptor Powers. 

The book room and the various rooms of the second floor are 
separated from the rest of the building by heavy iron doors, made 
like the double doors of a safe. 

The material of the building is red brick of very plain work- 
manship. The tower in this case is really of use, as it contains 
the clock, after which the whole life of the university is regulated. 

MICHIGAN STATE LIBBABT, LANSING, MICH., 

occupies a large room in the state capitol, running through three 
stories, all communicating with each other along tlie center of the 
room, so that the two upper floors are practically wide galleries, 
of which the first is devoted exclusively to law books. Each story 
has the books arranged in alcoves in two stories also, but access 
to these alcoves can be had only on application to the librarian, 
since an iron fence runs around the whole room. 

The light is obtained through windows on three sides, and 
seems to be on the whole sufficient. Tlie work rooms, offices, etc., 
are in some of the alcoves, while others have tables and chairs for 
readers. 

HACKLBY PUBLIC LIBBABY, MUSKEGON, MICH. 

This building, which was opened to the public in October, is 
in many respects one of the most satisfactory. It is the gift to the 
city of Mr. Hackley, and was erected at a cost of over $100,000. 
The style of architecture is very good and satisfactory, while the 
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interior arrangement offers only a few points to criticise unfavor- 
ably. The most serious defect is undoubtedly that there is no 
direct light over the delivery desk, while there is a large window, 
or several windows, directly opposite, so that this intense light will 
be staring the workers at the desk in the face all the time during 
the day. Other faults are that there is no cataloging room, that 
the librarian's office is too small and is not accessible to the public, 
except by going through either the reading room or reference 
room, and from there behind the counter. 

The large room in front of the delivery counter is used for 
tables containing card catalogs and other helps to readers. The 
cases in the book room, which is arched, are placed in rows on the 
floor and are made of oak. The walls or partitions between the 
book room and the reference room on one side, and the reading 
room on the other, are made of clear plate glass for about four 
feet of height, so that the attendants at the desk have an unob- 
structed view of both these rooms, and are able to supervise them 
without the need of a separate attendant for each room. 

The upper floor, to which a remarkably fine staircase leads 
in the tower above the main entrance, contains one immense, fine 
room, extending across the entire building, but for which there 
seems to be no use as yet. 

All of the walls and ceilings are frescoed in delicate tints, the 
wainscoting in the hall and the main lobby is marble, and even 
the delivery desk is placed on a foundation of marble slabs, about 
six inches thick. The heating is done by means of hot water, 
heated in boilers immediately over the fire, and so far has proved 
satisfactory, economical and easily controlled. 
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Index to illustratioxus of Library and Museum buildingB in the 

Milwaukee Public Library. 



1. QENBBAL PIJLNS. 

Deleesert^ B. Flan of a circular library. In £. Edwards, Memoirs of 

libraries, 1859, v. 2, p. 712. 
Delia Santa, L. Plan of a lending library. In E. Edwards, Memoirs 

of libr., 1859, y. 2, p. 724. 
Bdwards, A. Y. Design for a memorial library. [Exterior, section and 

plan.] Technology arch, rev., v. 1, no. 5, (march 88). 
Fletcher, W. I. Library buildings. Amer. arch. 24 : 198,252 (27 oct., 1 

dec. 88). 
PolweU, Dr. Ideas for a library for the university of Minnesota. Libr 

Jour. 14 : 414 (oct. 89). 
Qregary, Dr. Olinthus. Plan for a public library. In E. Edwards, 

Memoirs of libr., 1859, v. 2, p. 725. 
Horeau, II. Plan for a large library. [Interior.] In E. Edwards, 

Memoirs of libr., 1859, v. 2, p. 714. 
Ittner, W. B. Sketch plans for a university library. Libr. jour. 13 : 10 

(Jan. 88). 
Kilham, W. H. A museum of natural history. Technology arch, rev., v. 

2, no. 7, (nov. 89). 
Laborde, Count L6on de. Plan for a public library. In E. Edwards, 

Memoirs of libr., 1859, v. 2, p. 718. 
MaffnuSBon, Eirikr. A new design for libraries. [Elevation and plan.] 

Athenaeum 84 : 297 (27 feb. 86). 

— Same. Amer. arch. 19 : 541 (8 may 86). 

Moore, Frank A. A public library. [Exteriors, sections and plans.] 

Technology arch, rev., v. 1, no. 6, (april 88). 
Papworthf Wyatt. Plan for a public library. In E. Edwards, Memoirs 

of libr., 1859, v. 2, p. 722. 
Poole, W. P. Construction of library buildings. In U. S. Bureau of educ. 

Circulars of inform, no. 1, 1881. 

— Same. Amer. arch. 10 : 131 (17 sept. 81). 
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— iMan of library building. In A. Grabsel, Bibliothekslehre, 1890, 
p. 46. 

WiDfior, Justin. Flans for a library of 1,000,000 volumes. In U. S. Bur- 
eau of educ. Report on public libraries, 1876, p. 478. 

— Providence depot, Boston, adapted for a library. Lib. jour. 4 : 223, 
292aune79). 

Zoller, Dr. E. Plans for a public library. In E. Edwards, Memoirs of 
libr., 1869, v. 2, p. 720. 

2. SPBOIAL BUIIiDINOS. 

Aoton, Mass. Memorial library. [Exterior and plan.] Amer. arch. 

26 : 806 (29 June 89). 
Altfiers, Africa. Library and museum. [Interior.] Amer. arch. 19 : 222 

(8 may 86). 
Alleflrbeny, Pa. Carnegie library. Designs by J. L. Faxon. [Exterior, 

interior and plan.] Amer. arch. 21 : 160 (26 march 87). 
Designs by W. 8. Eraser. [Exterior, interiors and plan.] Amer. 

arch. 21 : 76 (12 feb. 87). 
Designs by W. H. Wood. [Exterior and plans.] Amer. arch. 21 : 210 

(80 april 87). 
Amelia S. Givin free library, see Mt. Holly SprinfiTB, Pa. 
Amerioan museum of natural history, see New York. 
Ames free library, see North Baeton, Mass. 
Amsterdam, Holland, National museum. New building. [Exterior.] 

111. zeitung 86 : 208 (29 aug. 85). 
Ami Arbor, Mich. University of Michigan library. [Front elevation, 

section, plan and details.] Amer. arch. 18 : 601 (1 aug. 86). 

[Plan.] In Opening exercises, 12 dec. 1883. 

[Exterior.] Libr. jour. 14 : 815 (iulj 89). 

[Exterior and seminary reading room interior.] Cosmopolitan 7 : 112 

(June 89). 
General reading room and Historical seminary. [Interiors.] In H. B. 

Adams, Study of hist, in amer. colleges, p. 122. (U. S. Bureau of educ. 

Circulars of inform, no. 2, 1887.) 
Aetor library, see New York, N. Y. 
Baltimore, Md. Enoch Pratt free library. [Exteriors of central library 

and branches.] In The Enoch Pratt free library, 1886. 

— Johns Hopkins university : Historical seminary. [Interiors and plan J 
In H. B. Adams, Study of history in Amer. colleges, p. 178 (U. 8. Bureau 
of educ. Circulars of inform, no. 2, 1887.) 

— Peabody institute library. [Exterior, interior and plans.] In 12th 
annual report of the provost, 1879. 

[Interior and plan.] In W. F. Poole, Construction of library build- 
ings, p. 9. (U. S. Bureau of educ. Circulars of inform, no. 1, 1881.) 

Same, In A. Grabsbl, Bibliothekslehre, 1890, p. 42. 

[Interior.] In H. B. Adams, Study of history in amer. colleges, p. 174. 

(U. S. Bureau of educ. Circulars of inform, no. 2, 1887.) 



55 

Barre, Mass. Woods memorial library. [Exterior.] Libr. jour. 12 : 259 

(jaly 87). 
Batavia, ^. Y. Richmond memorial library. [Exterior.] Amer. arcb. 

24 : 140 (22 sept. 88). 

[Exterior and plan.] Libr. jour. 14 : 311 (July 89). 

Belchertown, Mass. Glapp memorial library. [Exterior.] Libr. jour. 

12: 257 (July 87). 
BelfiEMit, Ireland. Free library. [Exterior.] In T. Grebnwood, Free 

public libr., 1886. p. 99. 
B#l&Bt, Me. Free library. [Exterior.] Libr. jour. 13 : 251 (aug. 88). 
Beloit,Wis. Beloit college : Memorial hall library. [Exterior.] 7nW. F. 

Allen and D. E. Spencer, Higher educ. in Wis., p. 48. (U. S. Bureau 

of educ. Circulars of inform, no. 1, 1889). 
Belmotit^ Mass. Town hall and public library. [Exterior and plan.] 

Amer. arch. 10 : 62 (6 aug. 81). 
Bennett library, see Billerioa, Mass. 
Berlin, Prussia. Museum for ethnology. New building. [Exterior.] 111. 

zeitung, 85 : 829 (3 oct. 85). 
— Natural history museum. New building. [Exterior.] 111. zeitung, 

84:62(17 Jan. 85). 
Bill memorial library, see Qroton, Conn. 
Billerioa, Mass. Bennett library. [Exterior and plan.] Amer. arch. 10 : 

18 (9 July 81). 
Billings library, see Burlingfton, Y t. 
Birminffbam, Eng. Reference library. [Interiors.] In T. Greenwood, 

Free public libr., 1886, p. 64. 
Blackburn, Eng. Free public library and museum. [Exterior.] In T. 

Greenwood, Free public libr., 1886, p. 91. 
Bodleian library, see Oxford, Eng. 
Boston, Mass. Medical library. [Ventilation plan.] Libr. jour. 4 : 254 

(jaly 79). 

*- Public library. Boylston street building. [Exterior, and interiors of 
Bates Hall and reading room.] In U. S. Bureau of educ. Report on 
public libraries, 1876. p. 860. 

[Exterior and interiors.] Scribner's monthly, 3 : 150 (dec. 71). 

Ck>pley Square building. [Exteriors, interiors, sections and plans.] 

37th annual report of the board of trustees, 1888, supp. 

Same, Amer. arch. 23 : 246, 270 (26 may, 9 June 88), 

[Exterior.] Library jour. 13 : 95 (march 88). 

[Exterior and Bates hall interior.] Harper's weekly 32 : 361 (19 

may 88). 

[Exterior.] Harper's weekly 34 : 720 (13 sept. 90). 

Reading room. [Floor plans.] Libr. jour. 14 : 85 (march 89). 

Prize designs. [Gxteriors and plans.] Amer. arch. 17 : 79 (14 feb.85). 

Boxbury branch. [Exterior.] U. S. Bureau of educ. Report on pub- 
lic libraries, 1876, p. 397. 
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Brsttleboro, Vt. Free library : Brooks library building. [Exterior.] In 
Proceedings at the dedication, 25 jan. 1887. 

[Exterior.] In Catalogue, 1885. 

Bridgeport, Conn. Public library r Burroughs buildiig. In Annual re- 
port of the library, 1889. 

Bridgrewater, Mass. Memorial library. [Exteriors, interiors, plans and 
details.] Amer. arch. 11 : 6 (7 jan. 82). 

British museum, see London. 

Brooklyn, N. Y. Brooklyn (mercantile) library. [Exterior.] Harper's 
weekly 13 : 84 (6 feb. 69). 

[Exterior.] Bulletin of the libr. dec. 1887. 

— Pratt institute : Library. [Plan.] In Catalogue of the in.Htitute, 1890- 
91, p. 82. 

Brooks library building, see BratUeboro, Vt. 

Brown university, see Providence, H. I. 

Bruce free library, see New York, Free circulating library. 

Brunswick, Germany. Ducal museum. New building. [Exterior.] 111. 

zeitung, 86 : 199 (27 feb. 86). 
Bryn Mawr, Pa. Bryn Mawr college library. [Interior.] In U. B. 

Adams, Study of history in amer. colleges, p. 228. U. S. Bureau of edac. 

Circulars of inform, no. 2, 1887. 
Bucksport, Me. Buck memorial library. [Exterior.] Libr. jour. 13 : 45 

(feb. 88). 
Buffcklo, N. Y. Buffalo (Y. M.) library. [Exteriors, interiors, plans and 

details.] In .1. N. Laknbd, The Buffalo library and its building, 1887. 

[Exterior and plans.] Libr. jour. 12 : 125 (march 87). 

[Exterior.] Harper's mag. 71 : 204 (July 85). 

Design by 11. 11. Richardson. [Exterior.] Amer. arch. 21 : 199 (23 

april 87). 

Burlingrton, Yt. University of Vermont : Billings library. [Exterior and 

plans.] 771 M. G. Van Rensselaer, Richardson and his works, 1888, p. 

79,80. 

[Exterior.] Amer. arch. 20 : 122 (11 sept. 86). 

Competitive design by Rossiter & Wright. [Exterior.] Amer. arch. 

14: 198 (27oct. 83). 
Cambridfire, Eng. Corpus Christi college library. [Interior.] Graphic 

39 : 399 (13 april 89). 
Oambridcre, Mass. Free public library. [Exterior, interior and plan.] 

Libr. jour. 12 : 551 (dec. 87). 

— Harvard university library : Gore hall. [Exterior], In M. King, Har- 
vard, 1884, p. 27. 

Divinity school library. [Exterior.] Libr. jour. 13 : 43 (feb. 88). 

Gamete free library, see Dunfermline, Scotland. 
Oamegie library, see AUefirheny, Fa. 

Oedar Rapids, lo. [Masonic] Grand lodge library. [Exterior and in- 
teriors.] In Catalogue, 1873. 
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Chapel Hill» N. C. University of North Car(»liDa : Smith hall library. 
[Exterior and interior.] In C. L. Smith, History of educ. in N. C, p. 62, 
74. (U.S. Bureau of educ. Circulars of inform, no. 2, 1888.) 

Charleston, S. C. Charleston library. [Exterior.] In A. Mazyck, Guide 
to Charleston, 1875, p. 29. 

Chelsea, Mass. l^ublic library. [Exterior.] In Proceedings at the dedi- 
cation, 22 dec. 1885. 

Cheltenham, Eng. Public library and schools of art and science. [Ex- 
terior.] III. Lond. news, 04 : 651 (4 may 89). 

Chicagro, 111. Newberry library. [Plan of first story.] Libr. jour. v. 
16, dec. 1890, p. 108. 

Cincinnati, O. Public library. [ Exterior and interior.] In U. S. Bureau 
of educ. Report on public libr., 1876, p. 908. 

Sanu. In Bulletin of the library, 1879. 

[Interior.] Harpers weekly 18 : 266 (21 march 74). 

Clapp memorial library, see Belchertown, Mass. 

Cleveland, O. Public libraiy. [Sltetch plan of re-arrangement.] Libr. 
jour. 16 : 137 (may 90). 

Columbia, S. C. South Carolina university library. ' [Exteriors.] In C. 
Meriwether, History of higher educ. in S. C, p. 186. (U. S. Bureau of 
educ. Circulars of inform, no. 3, 1888.) 

Columbia college, see New York. 

Conoord, Mass. Free public library. [Exterior.] In U. S. Bureau of 
educ. Report on public libraries, 1876, p. 391. 

CongrresB, Library of, see Washingrton, D. C. 

Converse memorial library, see Maiden, Mass. 

Cornell university, see Ithaca, N. Y. 

Corpus Christi college, see Cambridge, Eng. 

Crane, Thomas, memorial library, see Quinoy, Mass. 

Damon memorial library, se^ Holden, Mass. 

Danvers, Mass. Peabudy institute. [Exterior.] /n late Reports of the 
trustees. 

Dayton, Ohio. Public library. [Exterior and plan.] Amer. arch. 19 : 66 
(6feb. 86). 

[Exterior.] In Dedication, 24 jan. 1888. 

Detroit, Mich. Public library. [Exterior.] In S. Farmer, Hist, of De- 
troit and Mich., 1884, p. 759. 

Drew theological seminary, see Madison, N. J. 

Dublin, Ireland. Trinity college library. [Interior.] In Our own coun- 
try, 1879, v. l,p. 237. 

[Interior.] In R. Lovett, Irish pictures, 1888, p. 23. 

Dunfermline, Scotland. Carnegie free library. [Exterior.] JnT. Green- 
wood, Free public libraries, 1886, p. 227. 

Bast Randolph, Mass. Turner library. [Exterior.] Libr. jour. 1 : 223 

(feb. 77). 

Baston, Pa. Lafayette college : Reading room. [Interior.] Scribner's 
monthly 13 : 189 (dec. 76). 
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Bnoch Pratt free library, see Baltimore, Md. 

FitchburgTf Mass. Public library : Wallace library and art building. [Ex- 
terior.] In Dedication, I July 1885. 

Fulham, Eng. Free public library. [Interior.] 111. Lond. news 93 : 482 
(^7 Oct. 88). 

G-eorgrla historical society, see Savannah. Ga. 

Gilstrap public library, see Newark, Eng. 

Givin, Amelia 8., free library, see Mt. Holly Spriners, Fa. 

Qroton, Conn. Bill memorial library. [Exterior and plan.] Amer. arch. 

30:21(lloct. 90). 
Hackley library, see Muskegfon, Mich. 
Halle a. S, Royal university library. [Exterior, plans and interior of 

book-stack.] In A. Graesel, Bibliotheksiehre, 1890, p. 52. 

[Interior of book-stack.] In III. zeitunp^ 95 : 575 (22 nov. 90). 

Harris library and museum, see Preston, Enf?. 

Harrow-on-the-hill, Eur. Vaughan library. [Exterior.] In Our own 

country, 1883, v. 5, p. 37, 
Harvard university, see Oambridfire, Mass. 
Hindley, Enf;. Ley land free library and museum. [Exterior and plans.] 

In T. Greenwood, Free public libr., 1886, p. 104. 
Holden, Mass. Damon memorial library. [Exterior.] Libr. jour. 13 : 341 

(nov. 88). 
Horatio Lyon memorial library, see Monson, Mass. 
Howard memorial library, see New OrlesjiB. 
Hubbard memorial library, see Ludlow, Mass. 
Hull, Eng. James Reckitt public library. [Exterior.] III. Lond. news 

95 : 819 (28 oct. 89). 
Ipswich, Eng. Free library, museum and school of art. [Exterior.] In 

T. Greenwood, Free public libr., 1886, p. 356. 
Ithaca, N. Y. Cornell university library. [Exterior.] In U. S. Bureau of 

educ. Report on public libr.. 1876, p. 457. 
[Interior.] In H. B. Ad.vms, Study of history in amer. colleges, p. 

170. (U. S. Bureau of educ. Circulars of inform, no. 2. 1887.) 

[interiors of liistorical seminary.] In the same. p. 158, 162. 

New building. [Plans.] Libr. jour. 14 : 122 (april 89). 

JameB Beckitt library, see Hull. Eng. 

Johns Hopkins university, see Baltimore, Md. 

Kiel, Germany. University library. [Plan of book shelves.] In A. 

Graesel, Bibliotheksiehre, 1890, p. 75. 
Lafayette college, see Easton, Pa. 
Leek, Eng. Nicholson library. [Exterior.] In T. Greenwood, Free 

public libr., 1886, p. 208. 
Lehigrli university library, see South Bethlehem, Pa. 
Leipeic, Saxony. University library. [Exterior and plan.] In A. Grae- 
sel, Bibliotheksiehre, 1890, p. 67. 

[Exterior.] 111. zeitung 95 : 636 (6 dec. 90). 

Lenox library, see New York. 
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Leyland free library, see Hindley, £ng. 

Lincoln, Mass. Public library. [Exterior and plan.] Amer. arch. 15 : 126 
(15 march 84). 

Liverpool, Eng. Free public library and museum. [Exterior.] 111. Lend, 
news 37 : 406 (27 Oct. 60). 

Logranian library, see Philadelphia. 

London, Eng. British museum library. [Exterior and interiors.] In F. 

YiLLAKS, England, Scotland and Ireland, 1887, pt. 1, p. 117. 

[Exterior and plan.] In A Graesel, Bibliothekslehre, 1890, p. 48. 

[Flans and interior of reading room ] In E. Edwards, Memoirs of 

libr., 1859, v. 2, p. 695. 

— — /Saw'-c. Harper's mag. 46 : 201 (Jan. 73). 

[Ground floor plan.] Amer arch. 16 : 183 (18 oct. 84). 

Reading room. [Colored plan of arrangement.] In List of books of 

reference in the reading room, 3d ed., 1889. 
[Plan and reading desk.] Amer. arch. 16:293 (20 dec. &1). 

— City library, Guildhall. [Interior and exterior.] 111. Lond. news 61 : 441 
(9nov. 72). 

[Interior.] In R. Lovett, London pictures, 1890, p. 73. 

[Interior.] In T. Greenwood, Free public libr., 1886, p. 236. 

— Inner Temple library. [Exterior and plans.] Amer. arch. 11 : 140 (25 
march 82). 

— London institution. [Plans.] InE, Edwards, Memoirs of libr., 1859, 
V. 2, p. 685. 

— People's palace : Library. [Interior.] 111. Lond. news 93 : 316 (15 sept. 
88). 

— Slon college : Library. [Exterior and interior.] 111. Lond. news 89 : 381 
(9 oct 86). 

— South Kensington museum. [Exteriors.] In F. Villars, England, 
Scotland and Ireland, 1887, pt. 1, p. 121. 

[Principal entrance.] In J. Cook, England picturesque and descrip- 
tive, 1882, p. 207. 

— Wandsworth free library. [Exterior.] In T. Greenwood, Free public 
libr., 1886, p. 238. 

— Wimbledon free public library. [Exterior and plan] In T. Green- 
wood, Free public libr., 1886, p. 97. 

Ludlow, Mass. Hubbard memorial library. [Exterior.] Libr. jour. 13 : 

181 (June 88). 
Lyon, Horatio, memorial library, see Monson, Mass. 

Mckdison, N. J. Drew theological seminary : Library. [Exterior, section 
and plan.] Amer. arch 19 : 138 (20 march 86). 

Madison, Wis. University of Wisconsin : Library hall. [Exterior.] In 
W. F. Allen and D. E. Spencer, Higher educ. in Wis., p. 30. (U. S. 
Bureau of educ. Circulars of inform, no. 1, 1889.) 

Maiden, Mass. Converse memorial library. [Exterior.] Amer. arch. 
20 : 22 (11 sept. 86). 
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[Exterior.] In M. G. Van Rensselaer, Bichardsoti and his works* 

1888, p. 88. 

•« [Exteriors, interiors and pian.] Amer. arch. 18 : 1(>3 (3 oct. 85). 

lianoheeter, En^. Public free libraries. Old building. [Exterior.] 111. 

Lond. news 19 : 517 (25 oct. 51). 
[Flan of principal floor of the old Reference library.] In E. 

Edwards, Memoirs of libr., 1869, v. 2, p. 906. 
•» New building. [Interior,] In T. Greenwood, Free public libr., 

1886, p. 33. 
Maeonio library, see Cedar Bapids, Iowa. 
Medford, Mass. Public library. [Exterior.] In C. Brooks, Hist, of 

Medford, 1886, p. 303. 
Melbourne, Australia. Public library. [Interior.] III. Lond. news 

36 : 396 (28 apr. 60). 
Merton college library, see Oxford, Eng. 

Methuen, Mass. Kevins memorial library. [Exterior and plans.] A.mer. 

arch. 15:294(21 June 84). 
[Exterior.] In Catalogue of the library, 1887, v. 1. 

Mezico, Mex. National library. [Exterior.] Amer. arch. 22 : 95 (27 
aug. 87). 

university, see Ann Arbor, Mich. 

leapolis, Minn. Public library. [Exterior, interiors and plan.] Th& 

public library described and illustrated, 1890. 

[Exterior.] In Bulletin, v. 1, sept. 1890. 

Competitive design by II. L. Warren. [Exterior and plans.] Amer. 

arch. 20 : 146 (25 sept. 86). 
MonBon, Mass. Horatio Lyon memorial library. [Exterior and plan.] 

Amer. arch. 13 : 174 (14 apr. 8 0- 

Mt. Holly Springrs, Pa. Amelia S. Givin fr^e library. [Exterior,] Libr. 

jour. 15 : 307 (oct. 90). 
Mt. Holyoke seminary, see South Hadley. Mass. 

Munich, Bavaria. Royal court- and state-library. [Exterior and plans.] 

In A. Graksel, Bibliothekslehie, 1890, p. 37. 

[Exterior.] III. zeitung 95 : 675 (22 nov. 90). 

[Sections and plans.] In J, Petziioldt, Katechismus der bibliotheken- 

lehre, 3te auCl., p. 23. 
[Exterior, plans and section] In E. Edwards, Memoirs of libr., 

1869, V. 2, p. 692. 
[Plan.] Amer. arch. 18 : 521 (19 dec. 85). 

MuBkeffon, Mich. Hackley public library. [Exterior.] Libr. jour. 14 : 125 

(april 89). 
[Exteriors, interiors and plan.] Pamphlet made up from Muskegon 

chronicle, 16 oct. 1890. 
[Exterior.] Photogravure in Invitation to opening exercises, 15 oct. 

1890. 
Nevins memorial library, see Methuen, Mass. 
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Newark, 'Eng. Gilstrap free library. [Exterior.] 111. Lond. news 94 : 68? 

(1 June 89). 
Newark, N. J. Free public libraiy. [Exterioi-s, interiors and plans.] In 

Proiinram of openinf^ exercises, 16 oct. 1889. 

[Exterior, interior and plan.] Libr. jour. 14 : 438 (nov. 89). 

Newberry library, see Chiccbgro, III. 

Newoastle, Eng. Public library. [Exterior.] In T. Greenwood, Free 

public libr., 1886, p. 86. 

[Exterior.] 111. London news 91 : 88 (16 July 87). 

New HavBD, Conn. Yale university : Library. Old building. [Exteriors.] 

In Yale coUege, 1879, v. 1, p. 124, 184. 

[Interior.] In the same, v. 1, p. 186. 

New building. [ Exterior.] Libr. jour. 15 r 23.'^ (aug. 90). 

Divinity college : Reference library. [ [nterior.] In Yale college, 

1879, V. 2, p. 52. 

Law school library. [Interior.] In the «arwc, v. 2, p. 98. 

Lowell Mason library of music. In the sanie^ v. 2, p. 479. 

Sheffield scientific school library. In ifve same,, v. 2, p. 111. 

New Jersey, College of, see Prinoeton, N. J. 

New London, Conn. Public Library. [Exterior.] Harper's weekly 

33 : 607 (27 July 89). 
New Orleans, La. Howard memorial library. [Exterior and plan.] 

Libr. jour. 13 : 316 (sept. 88). 

[Exterior.] Harper's weekly 32 : 776 (13 oct. 88). 

Newport, Eng. Free library and schools of science and art. [Exterior 

and plans.] Amer. arch. 11 : 27 (27 may 82). 
Newport, R. I. Etedwood library, 1748-60. [Exterior.] In U. S. Bureau 

of educ. Report on public libr., 1876. p. 17. 
[Exterior] Harper's mag. 49 : 307 (aug. 74). 

Newton, Mass. Free public library. [Exterior.] In M. F. Swebtskr, 
King's Handbook of Newton, 1889, p. 35. 

New York, N. Y. American museum of natural history. Competitive 
design by R. H. Robertson. [Exterior and plans ] Amer. arch. 26 : 37 
(27 July 89). 

— Astor library. [Interior.] Harper's weekly 19 : 611 (2 oct. 75). 

[Exterior.] In [Appleton's] New York illustrated, 1890, p. 27. 

New portion. [Exterior.] Harper's weekly 26 : 773 (19 nov. 81). 

[Exterior, interiors and plan.] In SpringQeld, Mass , Library bulle- 
tin, v. 3, no. 8, (June 90). 

— Columbia college library. [Exterior and interior.] Harper's mag. : 69 
827 (nov. 84). 

[Interiors of reading room.] In H. B. Adams, Study of hist, in amer. 

colleges, p. 84. (U. S. Bureau of educ. Circulars of inform, no. 2, 1887.) 

— Free circulatinglibrary : Bruce free library. [Exterior.] Libr. jour. 13 : 
18 (Jan. 88). 

[Exterior.] In 9th annual report, 1888. 

Jackson Square library. [Exterior.] /)i the same. 
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^ Lenox library. [Exterior.] In U. S. Bureau of educ. Report on public 

libr., 1876, p. 047. 

[Exterior.] Harper's weekly 24 : 717 (6 nov. 80). 

[Exterior.] In [Appleton'a] New York illustrated, 1890, p. 47. 

— Mercantile library, Clinton hall. [Exterior and interior.] Scribner's 

monthly 1 : 853 (feb. 71). 
Proposed new building. [Exterior.] Harper's weekly 34 : 348 (3 may 

90). 

— Watkins institute. Competitive design by A. B. Harlow. [Exterior 
and plan.] Amer. arch. 10 : 207 (29 oct. 81). 

— Young men's christian asso. library. [Interior.] Harper's mag. 41 : 644 
(oct. 70). 

NioholBon library, see Iieek, Eng. 
Niedrinfirliaus memorial building, see St. Louis, Mo. 
Northampton^ Mass. Public library. [Bxterior.] In U. S. Bureau of 
educ. Report on public libr., 1876, p. 441. 

— Smith college library. [Intenor.] In H. B. Adams, Study of hist, in 
amer. colleges, p. 221. (U. S. Bureau of educ. Circulars of inform, no. 2, 
1887). 

North Carolina, University of, see Ohapel Hill, N. C. 

North Baeton, Mass. Ames free library. [Exterior.] Amer. arch. 13 : 

807 (30 June 83). 

[Exterior.] Amer. arch. 20 : 122 (11 sept. 86). 

[Exteriors and plans.] In M. G. Van Rensselaer, Richardson and 

his works, 1888, p. 68. 
Northfleld, Mass. Moody's school: Talcott library. [Exterior.] Libr. 

jour. 12 : 299 (aug. 87). 
Norwich, Eng. Free public library. [Exterior.] III. Lond. news 30 : 466 

(16 may 57). 
Oxford, Eng. Bodleian library. [Interior.] In E. Edwards, Memoirs 

of libr., 1859, v. 2, p. 670. 
[Interior.] Penny mag. 10 : 228 (12 June 41). 

— Merton college library. [Interior.] III. Lond. news 45 : 480 (12 nov. 64). 

— Badclifte library. [Exterior and interior.] In E. Edwards, Memoirs 

of libr., 1869, V. 2, p: 681. 

[Exterior.] In Our own country, 1881, v. 3, p. 138. 

Same. In J. Cook, England picturesque and descriptive, 1882, p. 152. 

[Exterior.] In P. Villars, England, Scotland and Ireland, 1887, pt. 

2, p. 160. 
Paris. National library. [Ground plan.] In E. Edwards, Memoirs of 

libr.,1859,vol.2, p. 678. 
Plans of Visconti, Laborde, and Delessert, for its reconstruction. In 

E. Edwards, Memoirs of libr., 1869, v. 2, p. 678. 
[Plan of reading hall and desk.] Amer. arch. 16 : 294 (20 dec. 84). 

— St. Genevi(^ve library. [Interior, plan, and section.] In E. Edwards, 
Memoirs of libr., 1859, v. 2, p. 674. 

[Plan and section.] Amer. arch. 16 : 303 (27 dec. 84). 
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[Plan and exterior.] Amer. arch. 27 : 87 (8 feb. 90). 

— School of fine arts : Library. [Plan and section.] Amer. arch. 16 : 303 
(27 dec. 81). 

— School of law : Library. [Plan.] Amer. arch. 16 : 303 (27 dec. 84). 
Peabody institute, see Baltimore, Md., and Danvem, Mass. 
PexmBylvania, University of, see Philadelphia. 

People's palace, see London, En^. 

Philadelphia, Pa. Apprentices' library. [Exterior.] In U. S. Bureau of 
educ. Report on public libr., 1876, p, 971. 

— Library company ; 1789-90. [Exteriors.] In IT. S. Bureau of educ. Ke- 
port on public libr., 1876, p. 954. 

Ridgway branch. [Exterior.] Libr. jour. 1 : 19 (sept. 76). 

[Exterior.] In U. 8. Bureau of educ. Report on public libr., 1876, 

p. 959. 

Loganian library, 1745^50. [Exterior.] In U. S. Bureau of educ. Re- 
port on public libr., 1876, p. 6. 

— Mercantile library. [Exterior and interior.] In late Reports of the 
board of directors. 

[Interior.] Harper's weekly 13 : 511 (14 aug. 69). 

— University of Pennsylvania : Library. [Exterior, plan, and section of 
stacks.] Libr. jour. 13 : 237 (aug. 88). 

Design. [Exterior.] Architectural era 4 : 121 (June 90). 

Wharton school. [Interiors of seminary rooms ] In II. B. Adams, 

Study of hist, in amer. colleges, p. 244. (U. S. Buseau of educ. Circulars of 

inform, no. 2, 1887.) 
Poole, Eng. Free library. [Exterior.] Graphic 36 : 609 (3 dec. 87). 
Poufirhkeepeie, N. Y. Vassar college : Libraiy. [Interior.] In H. B. 

Adams, Study of hist, in amer. colleges, p 212. (U. S. Bureau of educ. 

Circulars of inform, no. 2, 1887). 
Pragne. Bohemian museum. New building. [Exterior.] 111. zeitung 

84 : 455 (9 may 85). 
Pratt institute, see Brooklyn, N. Y. 
Pratt, Enoch, library, see Baltimore, Md. 
Preston, Eng. Harris free library and museum. [Exterior.] In T. 

Grebnwood, Free public libr., 1886, p. 197. 
Princeton, N. J. College of New Jersey : Library. [Exterior, interior, 

and plan.] Scribner's monthly 13 : 633 (march 77). 
[Exterior.] In U. S. Bureau of educ. Report on public libr., 1876, p. 

101. 
[Interior and plan.] Libr. jour. 2 : 54 (oct. 77). 

Providence, R. I. Athen»um. [Exterior.] In W. A. Greene, Provi- 
dence plantations, 1886, p. 88. 

— Brown university : Library. [Exterior.] In the sanu^ p. 163. 

— Rhode Island historical society : Cabinet. [Exterior.] In the same, 
p. 78. 

Quincy, III. Free public library. [Exterior and plans.] Libr. jour. 14 : 87 
(march 89). 
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Quinoy» Mass. Thomas Crane memorial library. [Exterior.] Amer. 

arch. 13 : 306 (30 June 83). 

[Exterior.] Amer. arch. 20 : 122 (11 sept. 86). 

[Exterior and interiors.] Harper's weekly 27 : 252 (21 april 83). 

[Exterior, plan, and details.] In M. G. Van Rensselaer, Richard- 
son and his works, 1888, p. 78. 
Badcliffe library, see Oxford, Eng. 
Ranke library, see Syracuse, N. Y. 
Reckitt, James, library, see Hull, Eug. 
Redwood library and atheuseum, see Newport, R. I. 
Richard Sugden library, see Spencer, Mass. 
Richmond memorial library, see Batavia, N. Y. 
Riderway library, ^ee Philadelphia, Library co. 
Rindgre public library, see Cambrid^re, Mass., Public library. 
Rome, Italy. Vatican library. [Ground plan.] in £. Edwards, Memoirs 

of libr., 18.59, V. 2, p. 671. 

[Interior.] Harper's mag. 45 : 176 (juIy 72). 

Roxbury public library, se£ Boston, Public library. 

St. QeneviOve library, see Paris. 

St. Louis, Mo. Mercantile library. [Exteriors.] In Annual report of 

the library, 1888, 1889. 

[Exterior and plan ] Libr. jour. 14 : 36 (jan. 89). 

— Niedringhaus memorial building. [Exterior.] Libr. jour. 13 : 373 

(dec. 88). 
St. Petersburgr, Russia. Imperial library. [Exterior, plans and sections.] 

In E. Edwauds, Memoirs of libr., 1859, v. 2, p. 688. 
Salem, Mass. Public library. [Exterior, interiors, plans and details.] 

Opening exercises, 26 June 1889. 

[Interiors and plans.] Libr. jour. 15 : 203 (July 90). 

San Francisco, Cal. Mercantile library. [Exterior.] In Annual reports. 

[Exterior.] Harper's weekly 13 : 691 (18 sept. 69). 

Savannah, Ga. Georgia historical society : Library. [Interior.] liar- 

per's mag. 76 : 261 (jan. 88). 
Sheffield, Eng. Central free library. [Exterior.] In T. Grebnwood, 

Free public libr., 1886, p. 79. 
Upperthorpe brancii free library. [Exterior.] In T. Greenwood, 

Free public libr., 1886, p. 81. 
Sion college, see London, Eng. 
Smith college, see Northampton, Mass. 
Snyder, Kichard, library, see Spencer. Mass. 
SomerviUe, Mass. Public library. [Exterior and plans.] Amer. arch. 

20: 6 (3 July 86). 
South Bethlehem, Pa. Lehigh university : Library. [Exterior.] Har- 
per's weekly 32 : 657 (1 sept. 88). 
South Carolina juniversity, see Golumbia, S. C. 
South Dartmouth, Mass. South worth library. [Exterior and plan.^, 

Libr. jour. 14 : 475 (dec. 89). 
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South Hadley, Mass. Mt. Holyoke seminary : Library. [Interior.] In 

S. D. Stow, Hist, of Mt. Holyoke sem., 1887, p. 221. 
South Kensingrton museum, see London. 
Southworth library, see South Dartmouth, Mass. 
Spencer, Mass. Richard Sugden library. [Exteriors.] Libr.jour. 13 :845 

(nov. 88). 

[Exterior.] Libr. jour. 14 : 386 (sept. 89). 

Springrfleld, O. Warder library. [Exterior.] Pamphlet made up from 

Springfield liepublic-times, 12 June 1890. 

[Exterior.] Libr. jour. 16 : 113 (april 90). 

Stuttgrart, Wiirtemberg. Royal public library. [Exterior.] In A, Grab- 

6EL, Ribliotbekslehre, 1890, p. 61. 

Same. 111. zeitung 95 : 676 (22 nov. 90). 

[Plan.] Amer. arch. 18 : 291 (19 dec. 86). 

Sufirden, Richard, library, see Spencer, Mass. 

Swansea, Wales. Public library and gallery of art. [Exterior.] On cover 

of late Annual reports of the committee. 

[Exterior.] 111. Lond. news 90 : 660(11 June 87). 

Syracuse, N. Y, Syracuse university : You Ranke library. Photograph* 

Talcott library, see Northfleld, Mass. 

Thomas Grane memorial library, see Quincy, Mass. 

Toledo, O. Public library. [Exterior.] In Annual report, 1889. 

Topeka, Ks. Free public library. [Exterior.] Photogravure. 

Toronto, Ont. Public library. [Exterior.] /n Catalogue, 1886. 

Same. On cover of Annual reports, from 1886. 

Trinity college library, see Dublin, Ireland. 

Turner library, see East Randolph, Mass. 

Van Schaick free reading room, see Westchester, Mass. 

Vassar college, see Pougrhkeepsie, N. Y. 

Vatican library, see Rome, Italy. 

Vaufirhan library, see Harrow-on-the-hill. 

Venice, Italy. Library of St. Mark. [Exterior.] Technology arch, re- 
view, V. 2, no. 1 (June 89). 

[East elevation]. In C. E. Clement, Outline hist, of arch., 1886, 

p. 141. 

Vermont university, see Burlington, Vt. 

Vienna, Austria. Museum of natural history. [Exterior J Amer. arch. 

17 : 67 (7 feb. 85). 
Wallace library building, see Fitchburg, Mass. 

Walsall, Eng. Free library. [Exterior.] 111. Lond. news 36: 114 (4 feb. 60). 
Wandsworth free library, see London. 
Warder library, see Spnngrfleld, O. 

Warren, Mass. Public library. [Exterior.] Libr. jour. 16 : 271 (sept. 90). 
Warsaw, Russia. Zaluski library, [now part of the Imperial library in 

St. Petersburg], Old building. [Exterior.] In E. Edwards, Memoirs 

of libr., 1859, V. 2, p. 708. 
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WeiBhington, D. C. Library of congress* [Interior.] Harper's weekly 
15:65(21 Jan. 7 J). 

[Interiors.] Harper's mag. 46 : 41 (dec. 72). 

New building. Design of J. L. Sinithmeyer, as proposed. [Plan.] 

Libr. jour. 6 : 78 (april 81). 

iSame, as adopted. [Exterior and plans.] Libr. jour. 11 : 51 (feb. 

86). 

Same. [Exterior.] Harper's weekly 30 : 260 (24 april 86). 

Designs prepared by the Chief of engineers, U. 8. A. [Exteriors, 

interiors, plans, and sections.] In Keport to congress, 1888, 1889. (50th 
cong. 2d sess. House misc.;doc. no. 12. — 51st cong. Ist sess. Senate misc. 
doc. no. 8.) 

Same, [Exterior and plans.] Libr. Jour. 14 : 30 (jan. 89). 

Same, from the architect's designs. [Exterior.] Harper's weekly 

34 : 460 (14 June 90). • 

— U. S. Army medical museum and library. Proposition of the surgeon- 
general for a fire-proof building. [Elevations, plans, and section.] In 
Message from the president of the U. S., 19 dec. 1883 (48th cong. 1st sess. 
Senate exec. doc. no. 12). 

New building. [Exterior and plans.] Amer. arch. 19 : 31 (16 jan. 86). 

Watertown, Mass. Free library. [Exterior and plan.] Amer. arch. 15 : 
222 (10 may 81). 

Watkins institute, see New York. 

Wellesley, Mass. Wellesley college : Library. [Interior.] In U. S. Bu- 
reau of educ. Report on public libr., 1876, p. 91. 

[Interior ] In II. li. Adams, Study of hist, in amer. colleges, p. 214. 

(U. S Bureau of educ. Circulars of inform, no. 2, 1887.) 

WeBtcheBter, Mass. Van Schaick free reading room. [Exterior and 
plan] Amer. arch. 14 : 186 (20 oct. aS). 

Wilming'ton, Del. Wilmington institute. [Exterior.] On cover of Re- 
ports, to 1884. 

Wimbledon free public library, see London. 

Winchester, Mass. Town hall and library. [Exterior, interior, and 
plans.] Amer. arch. 23 : 222 (12 may 88). 

Winn library, see Woburn, Mass. Public library. 

Wisconsin, University of, see Madison, Wis. 

Woburn, Mass. Public library. [Exteriors and interioi-s.] New England 
mag., new ser. 1 : 617 (feb. 90). 

[Exterior.] Amer. arch.. 20 : 122 (11 sept. 86). 

[Exterior and plan.] In M. G. Van Rensselaer, Richardson and 

his works, 1888, p. 66, 69, 

[Exterior.] Iconographic cyclopedia, 1888, v. 4, plate 63. 

Wolfenbiittel, Brunswick. Ducal library. Old building. [Plan and 
section.] In J. Petziioldt, Katechismus der bibliothekenlehre,3te auil., 
p. 29. 

[Exterior.] In A. Graesel, Bibliothekslehre, 1890, p. 35, 

New building. [Exterior.] In the same, p. 64. 
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Same, 111. zellung 95 : 625 (22 nov. 90). 

[Exterior.] III. zeituDg 86 : 86 (9 jan. 86). 

Woods memorial library, see Barre, Mass. 

Worceeter, Mass. Free public library. [Exterior.] In U. S. Bureau «f 

educ. Beport on public Hbr., 1876, p. 449. 
New building. [Exterior and plans.] Libr. jour. v. 15, dec. 1890, 

p. 112. 
Yale university, see New Haven, Conn. 
ZSaluflki library, see Warsaw, Bussia. 




APPENDIX III. 



SUGGESTIONS FOR FLOOR PLANS, 

IN ACCORDANCE WITH THE RECOMMENDATIONS 

IN THE REPORT. 



In order to avoid all misunderstanding as to where the 

responsibility for these plans belongs, we wish to emphasize 

that they have been drawn by architect entirely according 

to sketches furnished by us. 

A. Meinecke. 

K. A. LlNDERFELT. 
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NORTH. 



PLAN OK 



3(1 FLOOR 



H Size. 



HEIGHT OF STORY 13 FEET. 

The Book Room may be built up in 
three additional stories, when necessary. 
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